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PREFATORY  NOTE 


The  remarkable  development  of  irrigation  in  the  arid  regions, 
and  the  no  less  remarkable  development  of  water  power  appHed  to 
electric  current  generators,  has  aroused  a  very  keen  interest  in  sources 
of  water  supply.  The  use  of  water  for  these  two  important  indus- 
trial purposes  frequently  interferes  seriously  with  its  natural  flow 
and  causes  great  loss  to  property  largely  dependent  for  its  value 
upon  the  continuance  of  this  natural  flow.  The  discussion  of  the 
various  claims  put  forth  by  these  confhcting  interests  has  produced 
an  extensive  literature.  It  is  the  purpose  of  this  list  to  bring  together 
the  more  important  of  these  discussions,  and  to  point  out,  by  means 
of  a  comprehensive  analytical  index,  where  information  on  any  phase 
of  the  subject,  even  the  minutest,  may  be  found. 

A  subject  of  such  widespread  interest  lends  itself  readily  to  cooper- 
ative treatment.  A  preliminary  list  was  sent  to  all  the  state  and 
legislative  reference  librarians  throughout  the  country  and  the  Hst 
here  printed  includes  contributions  received  from  the  following 
states : 

California 

Connecticut 

Illinois 

Indiana 

Maryland 

Massachusetts 

Montana 

Pennsylvania 

Rhode  Island 

Virginia 

Wisconsin. 

H.  H.  B.  Meyer 

Chief  Bihliographer 

Herbert  Putnam 

Librarian  of  Congress 

WasJiinaton,  D,  0. 
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1  Bibliographie  der  Sozialwissenschaften.    Bibliographie  des  Sci- 

ences sociales.  Bibliography  of  social  science.  Hrsg.  von 
Dr.  Hermann  Beck  im  Auftrage  des  Internationalen  In- 
stituts  fuer  Sozial-bibliographie  in  Berlin.  1905-date. 

[Dresden,  0.  V.  Bohmert,  1906-date.  Monthly.  Z7163.K85 
  [Jahrbuch]  1906-1908. 

[Dresden,  0.  Y.  Bohmert,  1907-09,    3  v.  24<^'^. 

See   Section  vi,    2,  under  Wasserwirtschaft;    also  index  under 
Wasserrecht. 

8-  21322  Z7163.K862 

la  Centralblatt  fiir  Rechtswissenschaft,  1881-1913. 

Stuttgart,    F.  Enke;   [etc.,  etc.]    1882-1913.    33   v.  22''^, 
monthly. 

Title  and  imprint  vary. 

Section  xiii,  14:  Landwirtschaft,  Agrar-  und  Wasserrecht. 
7-30369  Z6453.C39 

lb  Index  to  legal  periodicals  and  law  library  journal  .  .  .  Jan. 
1908-1914. 

Chicago,  The  American  association  of  law  libraries,  [1908]- 
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11-3276 

2  Jelf ,  Ernest  Arthur.    Where  to  find  your  law.    Being  a  discursive 
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4  White,  Arthur  V.    Bibliography  relating  to  the  law  of  waters. 
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Reprinted  in  Canadian  law  times,  July,  1912,  v.  32:  549-560. 
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5  The  American  and  English  encyclopaedia  of  law ;  edited  .  .  . 

under  the  supervision  of  James  Cockcroft.    2d  ed. 

Northport,  N.  Y.,  E.  Thompson  company;  [etc.,  etc.]  1896- 

1905.    32  V.  26^'"^, 

Contents  relating  to  water  laws  and  legislation : 
Boom  companies,  by  Robert  M.  Beattie.    v.  4,  p.  707-720. 
Boundaries,  by  J.  D.  Kenny,    v.  4,  p.  756-869.    Sec.  vii,  Water 

as  boundaries. 
Canals,  by  Edmund  R.  Williams,    v.  5,  p.  111-128. 
Dams,  by  Walter  Carrington.    v.  8,  p.  699-725. 
Ice,  by  Lomax  Pittman.    v.  15,  p.  907-916. 
Irrigation,  by  Joseph  R.  Long.    v.  17,  p.  485-528. 
Lakes  and  ponds,  by  Walter  Carrington.    v.  18,  p.  129-140. 
Riparian  rights,  by  Alexander  Stronach.    v.  24,  p.  978-982. 
Waters  and  watercourses,  by  Briscoe  B.  Clark,    v.  30,  p.  308-400. 

5-  34236 

6    Supplement  to  the  American  and  English  encyclopaedia 

of  law  (2d  ed.)  Edited  by  David  S.  Garland  and  Charles 
Porterfield  under  the  supervision  of  James  Cockcroft. 

Northfort,  N.  Y.,  E.  Thompson  company;  [etc.,  etc.]  1905" 

1908.    5  V.  26^"^. 

Contents  relating  to  water  laws  and  legislation : 
Boom  companies,  by  J.  E.  Brady,    v.  1,  p.  683-685. 
Boundaries,  by  Briscoe  B.  Clark,    v.  1,  p.  691-713.    Sec.  vii 

Waters  as  boundaries. 
Canals,  by  J.  E.  Brady,    v.  1,  p.  801-802. 
Dams,  by  L.  C.  Boehm.    v.  2,  p.  293-297. 
Ice.    V.  3,  p.  492-493. 

Irrigation,  by  F.  G.  Bamman.  v.  3,  p.  784-793. 
Lakes  and  ponds,  by  O.  D,  Estee.  v.  3,  p.  930. 
Riparian  rights,    v.  4,  p.  725-726. 

Waters  and  watercourses,  by  B.  B.  Clark,    v.  4,  p.  1212-1221. 

6-  144 

7  Anschiitz,  Gerhard.    Bewasserung  und  Bewasserungsrecht. 

{In  Handworterbuch  der  Staatswissenschaften.    3d  ed.    Jena,  1909 

27«^.    V.  2,  p.  1008-1028.) 
Literatur:  p.  1028.  H45.H22,v.8 

8  Astrom,  Adolf.    Redogorelse  for  vissa  delar  af  vattenratten  i 

Schweiz,  Italien,  Frankrike,  Osterrike-Ungern  och  Baden, 
afgifven  i  anledning  af  en  pa  uppdrag  af  den  s.  k.  Vatten- 

fallskommitten  under  sommaren  1900  foretagen  utlandsk 

studieresa. 

Stockholm,  I.Marcus' loMr.-aTctiebolag,  1904.    IO4  p.  23^'^'^. 

At  head  of  title:  Kungl.  jordbruksdepartementet  xi.  1904. 
12-19628  HD1697.A5A2 
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1905.    2  p.  I,  V.  [1],  810  p.  22^"^, 

Contents:  I.  Die  hydrographische  Gmndlage  des  Wasserrechts.— 

II.  Die    volkwirtschaftliche    Gmndlage    des    Wasserrechts. — 

III.  tiber  die  Wassereigentumsverhaltnisse  nach  dem  positiven 
Recht.  1.  Deutsches  Reich;  2.  Osterreich-Ungam;  3.  Die 
Schweiz;  4.  Frankreich;  5.  Italien;  6.  Norwegen;  7.  Finnland; 
8.  Schweden. — IV.  Das  positive  Wasserrecht  in  Vergleich  zu  den 
hydrographischen  und  volks-wirtschaftlichen  Verhaltnissen. — 
V.  Schwedisches  Gmndeigentumsrecht. — VI.  Das  schwedische 
Wasserrecht. — VII.  Die  Rechtsgesellschaft  und  der  Staat  als 
Grundeigentumer  im  allgemeinen. — VIII.  Umfang  des  privaten, 
offentlichen  und  allgemeinen  Wasserrechts.^ — IX.  Der  Inhalt  des 
privaten,  offentlichen  und  allgemeinen  Wasserrechts. 

6^21206  HD1696.A5A8 
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countries. 
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(California.  State  library.  Legislative  reference  huUetin, 
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Reprinted  from  the  ''Great  West,"  Sept.-Dec.  1908. 
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12  Choate,  Charles  F.,  jr.    The  underlying  principles  governing 
riparian  water  rights  and  diversion  suits. 
New  England  water  worlcs  association.    Journal,  Mar.  1910, 
V.  24:  187-198. 


13  Coudert,  F.  R.    Riparian  rights;  a  perversion  of  stare  decisis. 
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14  Coutts,  W.  A.    Are  natural  water  powers  public  property? 

Central  law  journal,  Nov.  6,  1908,  v.  67:  356-364. 


Discussion:  p.  198-204. 


TD201.N63,v.24 


An  argument  in  the  affirmative. 
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water  power  in  navigable  and  nonnavigable  streams  of  the 
United  States,  and  the  rights  of  riparian  owners. 
Washington,  Govt,  print,  off.,  1913.  3^9  p.  23'''^. 
Knute  Nelson,  chairman. 

Includes  "General  dam  laws,"  "Senate  bill  8033,  62d  Cong.,  3d 

sess.,"  reports,  speeches  in  Congress,  views  on  Senate  res.  44,  62d 

Cong.,  2d  sess.,  etc.,  etc. 
"Brief  and  memorandum  relating  to  riparian  and  water  rights  of  the 

federal  government  and  of  the  various  states,  by  Senator  Nelson": 

p.  122-134. 

"The  control  of  the  use  of  stream  waters  in  United  States,  by  Russel 
L.  Dunn":  p.  304-349. 
13-35063  HD1694.A5A5  1913 

187  ^    Committee  on  foreign  relations.    Preservation  of 

Niagara  Falls  .  .  .  Hearings  before  the  Committee  on 
foreign  relations  .  .  .    [April  11,  1906.] 

[WasJiington,  Govt,  print,  off,  1906.]    22  p.    23<^'^.  (S9th 

Cong.,  1st  sess.    Senate.    Doc.  393.) 

Contents. — Statement  of  R.  R.  McCormick,  president  of  the  Sani- 
tary district  of  Chicago. — Statement  of  I.  G.  Randolph,  engineer 
in  chief  of  the  Chicago  drainage  canal. 
6-35099  F127.N8TJ5 

188  Committee  on  public  lands.  Brief  and  memo- 
randum relating  to  riparian  rights  and  water  rights  of  the 
federal  government  and  of  the  various  states. 

Washington,  Govt,  print,  off.,  1910.    I4  p.    23'^'^.  (61st 

Cong.,  2d  sess.    Senate.    Doc.  351.)  6667 
10-35131  HD1694.A6A6    1910  a 

1 89    Dept.  of  state.   Message  from  the  President  of  the  United 

States,  transmitting  a  report  from  the  Secretary  of  state, 
with  accompanying  papers,  in  regard  to  the  equitable  dis- 
tribution of  the  waters  of  the  Rio  Grande.  February  14, 
1903  .  .  . 

Washington,  Govt,  print,  off.,  1903.    159  p.    23'"^.  (57th 
Cong.,  2d  sess.    Senate.    Doc.  no.  151^.) 

3-8848  HD 1694.  A3  1903 

100  General  land  office.    Laws  and  regulations  relating  to 

the  reclamation  of  arid  lands  by  the  United  States.  Ap- 
proved May  31,  1910. 
Washington,  Govt,  print,  off.,  1910.    24  p.  24^'^. 

10-35911  HD1727.A6  1910 
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191  U.  S.    Inland  waterways  commission.    Preliminary  report  of 

the  Inland  waterways  commission.    Message  from  the 
President  .  .  .  transmitting  a  preliminary  report. 
Washington,  Govt,  print,  off.,  1908.    vii,  701,  [1]  p.  fold, 
maps,    diagrs.    23^^.    (60th    Cong.,    1st    sess.  Senate. 
Doc.  325.) 

Theodore  E.  Burton,  chairman. 

Another  issue  of  the  Report  and  Message  was  pub .  under  same  docu- 
ment no.  (27  p.) 

The  Appendix  consists  of  statistical  and  other  papers:  ''19.  Statutes 
relating  to  water  power.  By  Alexander  Mackenzie  .  .  .  chief  of 
engineers  .  .  .  Abstract  of  legislation  enacted  by  Congress  in 
relation  to  the  construction  of  power  dams,  etc.,  in  the  navigable 
waters  of  the  United  States  between  1789  and  December  6,  1908." 
8-35638  HE393.A13  1908f 

192    Laws,  statutes,  etc.    Laws  of  the  United  States  relating 

to  the  improvement  of  rivers  and  harbors  from  August  11, 
1790,  to  March  4,  1907.  Compiled  in  the  Office  of  the 
chief  of  engineers,  U.  S.  army. 

Washington,  Govt,  print,  off.,  1907.    2  v.    23^"^.  {58th 

Cong.,  3d  sess.    House.    Doc.  425.)  4882 

On  verso  of  t.  p.:  War  department.    Document  no.  249.    Office  of 

the  chief  of  engineers. 
Contents.— I.  1790-1889.— II.  1890-1907. 
7-35356  TC23.A4  1907 


193    National   waterways   commission.    Development  and 

control  of  water  power.  Hearings  on  the  development 
and  control  of  water  power  before  the  National  water- 
ways commission,  November  21-24,  1911. 

Washington,  Govt,  print,  off.,  1912.    292  p.    23^"^-  {62d 

Cong.,  2d  sess.    Senate.    Doc.  27 4.)  6174 

Theodore  E.  Burton,  chairman. 
12-35165  HD1694.A4  1912 

194  Final  report  of  the  National  waterways  com- 
mission. 

Washington,  Govt,  print,  off.,  1912.    579  p.   fold,  diagrs. 
2Scm^    ^Q2d  Cong.,  2d  sess.    Senate.    Doc.  469.)  6154 
Theodore  E.  Burton,  chairman. 

Appendices:  vi.  The  law  of  waters,  G.  W,  Mooney. — vii.  Constitu- 
tional provisions  of  various  states  relating  to  watercourses  and  the 
use  of  water,  G.  W.  Mooney. — viii.  Federal  statutes  relating  to 
water  power,  G.  W.  Mooney.  Appendix  viii  is  Appendix  19  of 
the  Preliminary  report  of  the  Inland  waterways  commission, 
revised  and  brought  down  to  date. 
"Bibliography,"  p.  274-302. 
12-35620  HE393.A25 
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195  XJ.  S.    President,  1901-1909  {Roosevelt).    Special  message  of 

the  President,  communicated  to  the  House  of  represen- 
tatives on  January  15,  1909. 
Washington,  Govt  print  off.,  1909.    25  p.    23'^'^.  {60th 
Cong.,  2d  sess.    House.    Doc.  1350.)  5557 

Veto  of  House  bill  17707,  authorizing  W.  H.  Standish  to  build  a  dam 
across  James  River,  Mo.,  for  creating  electric  power.  Message, 
accompanying  papers  and  vetoed  bill  referred  to  Committee  on 
interstate  and  foreign  commerce  and  ordered  printed,  January  15, 
1909. 

9-  35208  HD1694.A4 

196  —          Reclamation  service.    Manual  of  the  United  States 

Reclamation  service.  (Ed.  of  1913.)  F.  H.  Newell, 
director  .  .  . 

Washington,  Govt  print  off.,  1913.    vi,  630  p.  23^'''^. 

At  head  of  title:  Department  of  the  interior. 
A  revision  of  a  preliminary  edition,  issued  in  April,  1912. 
"Federal  and  state  laws  relating  to  the  reclamation  of  arid  lands  by 
the  United  States":  p.  471-547. 
13-35811  TC823.6.A4  1913a 

197    War  dept.    Hearings  in  the  matter  of  the  granting  of 

permits  for  the  transmission  from  the  Dominion  of  Canada 
into  the  United  States  of  power  from  the  Niagara  River, 
before  the  Secretary  of  war,  at  Washington,  D.  C,  No- 
vember 26  and  27,  1906. 

Washington,  Govt  print  off.,  1906.    152  p.  23'''^. 

On  verso  of  t.-p.:  War  department.    Document  no.  291.    Office  of 
the  chief  of  engineers. 
6-35030  F127.N8U6 

198  Van  Hise,  Charles  Richard.    The  conservation  of  natural  re- 

sources in  the  United  States. 
New  Yorlc,  The  Macmillan  company,  1910.    xiv  p.,  11., 
413  p.    illus.  {maps,  charts ^  tables)  xvi  pi.  21^^. 

"The  control  of  water  powers":  p.  133-161. 
"Irrigation  laws":  p.  202-207. 

10-  21139  HC106.V18 

199  Waite,  John  Baker.    Admiralty  jurisdiction  and  state  waters. 

Michigan  law  review,  June,  1913,  v.  11:  580-587. 

200  Walsh,  George  E.    Merging  the  country's  water  power. 

Moody's  magazine,  Aug.  1908,  v.  6:  91-98.  hgi.M86,v.6 

201  Wantland,  C.  E.    The  importance  of  the  national  irrigation  act. 

Gunton's  magazine,  Apr.  1903,  v.  2^:  370-376.  Hl.G9,v.24 
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202  Welliver,  Judson  C.    The  lion  leaps. 

Technical  world  magazine,  Mar.  1913,  v.  19:  2-15. 

Water-power  control  in  the  United  States.  Tl.T2,v.l9 

203   The  national  water  power  trust. 

McClure's  magazine,  May,  1909,  v.  33:  35-39.  ap2.M2,v.33 

204  Wells,  Philip  P.    The  ownership  of  running  waters  and  their  use. 

{In  Southern  commercial  congress.    Proceedings,  1911.  [Washing- 
ton, 1911.]    221^^.    p.  776-793.)  HC107.A13S75  1911 

205    A  proposed  platform  of  principles  governing  state  and 

federal  control  of  water  power  development. 

Engineering  news,  Dec.  15,  1910,  v.  64-'  6Jf9,  tai.E6,v.64 

206  Wiel,  Samuel  Charles.      Priority  "  in  Western  water  law. 

Yale  law  journal,  Jan.  1909,  v.  18:  189-198. 

207   Public  control  of  irrigation. 

Columbia  law  review,  June,  1910,  v,  10:  506-519. 

208  —          Public  policy  in  western  water  decisions. 

California  law  review,  Nov.  1912,  v.  1:  11-31. 

209  •  The  water  law  of  the  public  domain. 

American  law  review,  July- Aug.  1909,  v.  43:  481-515. 

210    Water  rights  in  the  western  states;  the  law  of  prior 

appropriation  of  water  as  applied  alone  in  some  jurisdic- 
tions, and  as,  in  others,  confined  to  the  public  domain, 
with  the  common  law  of  riparian  rights  for  waters  upon 
private  lands.  Federal,  California  and  Oregon  statutes 
in  full,  with  digest  of  statutes  of  Alaska,  Arizona,  Colo- 
rado, Hawaii,  Idaho,  Kansas,  Montana,  Nebraska,  Ne- 
vada, New  Mexico,  North  Dakota,  Oklahoma,  Oregon, 
Philippine  Islands,  South  Dakota,  Texas,  Utah,  Wash- 
ington and  Wyoming.  Forms.  3d  ed.  .  .  .  rev.  and 
enl.  to  June  1,  1911. 

San  Francisco,  B ancr of tr- Whitney  company,  1911.   2  v.  23^''^^ 
11-24106 

211  Wilder,  L.  A.    Correlative  rights  in  percolating  waters. 

Case  and  comment.  Mar.  1913,  v.  19:  667-671. 

212  Wright,  Charles  Edward.    The  scope  of  state  and  federal  legis- 

lation concerning  the  use  of  waters. 
American  academy  of  political  and  social  science.  Annals, 
May,  1909,  v.  33:  566-592..  Hl.A4,v.33 
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ARIZONA 

212a  Arizona  (Ter.).    Laws,  statutes,  etc.    The  revised  statutes  of 
Arizona  territory;  containing  also  the  laws  passed  by  the 
21st  Legislative  assembly  .  .  .  1901. 
ColumUa,  Mo.,  E.  W.  Stephens,  1901.    1514  pp.,  2  I.  30^"^. 
Copyright  by  Territory  of  Arizona,  Phoenix,  Ariz . 
See  indexes  under  Dams,  Eminent  domain,  Irrigating  canal,  Water, 
Water  storage,  Waters  and  water  rights. 
l-23531-M2-Oct.  31. 

ARKANSAS 

213  Arkansas.    Laws,  statutes,  etc.    A  digest  of  the  statutes  of 

Arkansas,  embracing  all  laws  of  a  general  nature  in  force 
at  the  close  of  the  session  of  the  General  assembly  of  one 
thousand  nine  hundred  and  three,  by  William  F.  Kirby  .  .  . 
Published  by  the  authority  of  the  General  assembly. 
Austin,  Tex.,  Gammel-Statesman  puhlisJiing  company,  1904- 
xi,  1942  p.  27'''^. 

A  "Supplement  to  Kirby's  Digest  of  the  statutes  of  Arkansas,"  cov- 
ering the  general  statutes  of  the  biennial  sessions  of  1905,  7,  9,  and 
11,  was  published  at  Indianapolis  in  1911. 
See  the  indexes  in  both  the  above  under  Dams,  Eminent  domain, 
Navigable  streams.  Rafting  and  booming  companies,  and  Water 
power. 

The  laws  of  1913  contain  a  joint  resolution  embodying  a  declaration 
of  policy  and  an  act  relating  to  water-power  companies. 
5-1464 

CALIFORNIA 

214  Aiken,  William  P.    The  irrigation  question  in  California. 

Yale  law  journal,  Feb.  1896,  v.  5:  122-140. 

215  Bosley,  William  Bradford.    The  effect  of  a  deoiee  of  confirma- 

tion under  the  California  irrigation  district  law. 
Yale  law  journal,  Bee.  1897,  v.  7:  108-116. 

216  California.    Engineer  dept.    Keport  of  the  state  engineer  of 

California,  on  irrigation  and  the  irrigation  question.  Wm. 
Ham.  Hall,  state  engineer. 
Sacramento,  State  office,  1886-1888.    2  v.   front.,  plates,  fold o 
maps.  23'^'^. 

A  work  planned  for  four  volumes.    Vol.  iii,  "Irrigation  in  central 
California,"  and  vol.  iv,  "Irrigation  questions,"  not  published. 

Contents. — [I.]  Irrigation  development.  History,  customs,  laws, 
and  administrative  systems  relating  to  irrigation,  water-courses, 
and  waters  in  France,  Italy,  and  Spain.  188^. — [II.]  Irrigation  in 
California.  <Southem.>  The  field,  water-supply,  and  works, 
organization  and  operation  in  San  Diego,  San  Bernardino,  and 
Los  Angeles  counties.  1888. 
3-22658  TC824.C2H2 
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217  California.    Laws,  statutes,  etc.    The  codes  of  California  as 
amended  and  in  force  at  the  close  of  the  thirty-sixth  ses- 
sion of  the  Legislature,  1905  .  .  .    Fully  annotated  by 
James  M.  Kerr. 
San  Francisco,  Bender-CTiaquette  company,  1905-07.    5  v. 

Vol.  5  is,  General  laws  .  .  .  by  W.  F.  Henning. 

See  indexes  under  Boundaries,  Canals,  Canal  corporation.  Eminent 
domain,  Irrigation,  Lakes,  Logs,  Lumber,  Riparian  proprietor. 
Water,  Water  and  canal  corporations,  Water  companies,  rights, 
and  waters. 

Also  see  Biennial  supplements  of  1909  and  1911  under  same  headings. 

Also  see  Statutes  and  amendments,  extra  sess.  of  1911,  under  Irriga- 
^  tion  districts,  Water,  Water  commission,  state,  Water  Corporation, 

and  Water  rights;  of  1913  under  Irrigation  districts,  AVater  commis- 
sion, state.  Water  companies,  districts  and  Waters. 
5-40400 

218  District  irrigation  laws  of  California.  Decisions 

thereon  by  the  Supreme  court.  Notes  and  index.  Comp. 
and  prepared  for  publication  by  William  H.  H.  Hart,  Attor- 
ney general. 

Sacramento,  A„  J.  Johnston,  1891.    75  p.  23'^'^. 

Act  known  as  Wright  irrigation  law. 
8-1207  HD1729.C2A3 

219  — —  Acts  supplementing  or  amending  the  Wright 

irrigation  law.    Passed  by  the  Legislature  in  1893. 
Sacramento,  A.  J.  JoJinston,  1894.    1  p.  I.,  13  p.  23'^'^. 

1-162  S611.C14 

220    State  conservation  commission.  Report  of  the  Conser- 
vation commission  of  the  state  of  California.  Transmit- 
ted to  the  governor  and  the  Legislature,  January  1,  1913. 

Sacramento,  F.  W.  Richardson,  superintendent  of  state  print- 
ing, 1912.  via,  502  p.  illus.,  fold,  maps,  diagrs.  {part, 
fold.)  23'"^. 

George  C.  Pardee,  chairman. 
"Water  and  water  rights":  p.  18-42. 
13-33132  HC107.C2A5 

221  *   Superior  court  (Los  Angeles  co.)    The  people  of  the 

state  of  California,  upon  information  of  U.  S.  Webb,  At- 
torney-general, plaintiff,  vs.  Southern  Pacific  railroad 
company,  et  al.,  defendants.  Opinion  of  the  court,  Jan- 
uary 3rd,  1911. 
[Los  Angeles, ParTcer  <&  Stone  co.],  1911.  cover-title,  30  p.  23^^™. 
In  the  Superior  court  of  the  state  of  California,  in  and  for  the  county 

of  Los  Angeles,  Walter  Bordwell,  judge,  no.  64535. 
Covering  titles  to  tide  lands  in  California  and  ability  of  states  to  dis- 
pose of  them. 
War  12-76 

*  Not  in  Library  of  Congress. 
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222  Chandler,  A.  E.    The  water  bill  proposed  by  the  Conservation 

commission  of  California. 
California  law  review,  Jan.  1913,  v.  1:  1 48-168. 

Includes  a  brief  analysis  of  the  legislation  in  other  states. 

223  Durst,  John  H.    Riparian  rights  [in  California]  from  another 

standpoint. 

Overland  monthly,  July,  1885,  n.  s.,  v.  6:  10-14-.  ' 

AP2.09,  n.  s.,  V.6 

224  U.  S.    Office  of  experiment  stations.    Report  of  irrigation  inves- 

tigations in  California  under  the  direction  of  Elwood 
Mead  ... 

Washington,  Govt,  print,  off.,  1901.    ^ll  p.   front.,  illus., 

plates,  maps.    30^^.    (Its  Bulletin  no.  100.) 

A  preliminary  report,  January  24, 1901,  was  pub.  as  Senate  doc.  no. 
108,  56th  Congress,  2d  session. 

Contents. — The  agricultural  situation  in  California,  by  Elwood 
Mead. — The  irrigation  problems  of  Honey  Lake  basin,  by  W.  E. 
S  my  the. — Features  and  water  rights  of  Yuba  River,  by  Marsden 
Manson. — Irrigation  investigations  on  Cache  Creek,  by  J.  M.  Wil- 
son.— Report  on  irrigation  problems  in  the  Salinas  Valley,  by  C.  D. 
Marx.— Irrigation  from  the  San  Joaquin  River,  by  Frank  Soule. — 
Water  appropriations  from  Kings  River,  by  C.  E.  Grunsky. — A 
study  of  water  rights  on  the  Los  Angeles  River,  by  E.  M.  Boggs. — 
Problems  of  water  storage  on  torrential  streams  of  southern  Cali- 
fornia as  typified  by  Sweetwater  and  San  Jacinto  rivers,  by  J.  D. 
Schuyler. — Recommendations  of  special  agents  and  experts. 

Papers  discuss  local  legal  problems  and  give  court  decisions. 

S607.A14 

4-1320  S21.E7,no.l00 

225  Works,  John  Downey.    Paper  on  the  irrigation  laws  and  de- 

cisions of  California. 

San  Francisco,  Bancroft-Whitney  company,  1900.    128  p. 

Nov.  15,  1900-271  HD1729.C2W9 

COLORADO 

226  Brown,  Thomas  C.    Is  a  legal  conflict  imminent  between  the 

federal  and  state  governments  by  reason  of  the  construc- 
tion of  the  Gunnison  tunnel? 

{In  Colorado  bar  association.  Report,  1903.  [n.  p.]  23^^.  p. 
69-80.) 

Discussion:  p.  5-19. 

227  Carpenter,  L.  G.    Does  the  power  of  the  federal  government 

to  regulate  navigation  justify  any  interference  with  irri- 
gation in  Colorado? 

(In  Colorado  bar  association.  Report,  1903.  [n.  p.]  23^°^.  p. 
104-111.)  ■ 
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228  Carpenter,  X*.  G.    The  water  power  resources  of  the  state  in 

relation  to  conservation. 

{In  Colorado.    Conservation  commission.    Report,  1910.  Denver, 
1910.    23°"^.    p.  180-185.)  HC107.C7A25  1910 

Also  printed  in  Engineering  record,  July  23,  1910,  v.  62:  96. 

TAl.E62,v.62 

229  *  Colorado.    Commission  appointed  to  revise  the  laws  of  the  state 

regulating  the  appropriation,  distribution  and  use  of 
water.  Report,  with  the  draft  of  a  bill  prepared  by  the 
Commission  for  enactment  by  the  General  assembly. 
E.  T.  Wells,  T.  C.  Henry,  J.  S.  Greene,  commissioners. 
Printed  by  authority. 
Denver,  Colo.,  The  Collier  <&  Cleaveland  lith.  co.,  state  print- 
ers, 1890,  300  p.  23^'"^. 
G  S  12-663 

230    General    assembly.    Senate.    Committee    on  irrigation 

investigations.  Report.  By  authority  of  S.  R.  no.  16  of 
the  seventeenth  General  assembly  (Senate  journal,  1909, 
p.  1092). 

[Denver?  191  If]    cover-title,  16  p.  ^^J^"^. 
Delph  E.  Carpenter,  chairman. 

12-33128  HD1739.C6A5  1911 

231    Laws,  statutes,  etc.    Colorado  statutes  annotated,  with 

all  acts  and  amendments  up  to  and  including  1911  session 
of  the  Legislature.  With  complete  legislative  history  and 
digest  of  citations  to  date.  Containing  statute,  sections 
1  to  7284  ...  V.  2-5.  By  R.  S.  Morrison  and  Emiho  D. 
DeSoto. 

Denver,  W .  H.  Courtright  publishing  CO.,  1911-12.    J^v.  18^'^. 

"Collated  upon  the  same  general  plan  as  the  Code,  which  is  volume 
1  of  the  series." — Pref. 

See  index  under  Ditch,  Ditch  companies,  Eminent  domain.  Irriga- 
tion, Water  and  Water  rights. 

Also  see  Laws  of  1913  under  Irrigation  and  Irrigation  districts. 

The  irrigation  statutes  were  issued  separately  by  the  State  engineer 
in  1909. 
12-18294 

232  Greene,  Joseph  Sire.    Acquirement  of  water  rights  in  the 

Arkansas  valley  in  Colorado. 
Washington,  Govt,  print,  off.,  1903.    83  p.    23^^.    (U.  S. 
Office  of  experiment  stations.    Bulletin  I4O.)  S2l.E7,no.l40 

HD1695.A6G6 

233  Kinkaid,  Del  Bresee.    Kinkaid  on  irrigation  law  of  Colorado; 

the  law  of  irrigation  as  enunciated  by  the  Colorado  appel- 
late courts  and  the  statutes  on  water  rights  and  irrigation. 
Denver,  The  W.  H.  Courtright  pub,  co.,  1912^.    36  p.  22i<''^. 
12-25835 


Not  in  Library  of  Congress. 
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234  *E,ogers,  E.  L.    Water  rights  in  Colorado  and  irrigation  laws  of 

1899,  1901,  1903;  measurement,  division  and  duty  of 
water. 

Denver,  Colo.,  E,  L,  Rogers,  1904.    ^4  V-  l^"""^, 
^  Not  in  Library  of  Congress. 

DISTRICT  OF  COLUMBIA 

235  Newman,  O.  P.    Great  Falls  of  the  Potomac  .  .  .  Newspaper 

article,  giving  a  history  of  the  water-power  rights  of  the 
Great  Falls  of  the  Potomac. 
[Washington,  Govt,  print,  off.,  1911.]    9  p.    23^"^.    {[TJ.  8.] 
61st  Cong.,  3d  sess.    Senate.    Doc.  790.)  6944 
11-35124  TC426.P8  1911 

236  U.  S.    Congress.    Senate.    Committee  on  tJie  District  of  Co- 

lumbia.   Water  power  of  the  Great  Falls  of  the  Potomac. 
Keport  <to  accompany  bill  S.  1754  >. 
[Washington,  Govt,  print,  off.,  1898.]    29  p.   fold.  map. 

23^^ 

9-2842t  TC425.P8  1898 

GEORGIA 

237  Georgia.    Laws,  statutes,  etc.    Acts  and  resolutions  of  the  Gen- 

eral assembly.  1911. 
Atlanta,  C.  P.  Byrd,  state  printer,  1911,    1748  p.  23^'^. 

''Drainage,  courts  with  jurisdiction  of  subject  matter,  created;'^ 
approved  Aug.  19,  1911":  p.  108-132. 

238   •    The  code  of  the  state  of  Georgia,  adopted  Au- 
gust 15,  1910;  prepared  by  John  L.  Hopkins. 

Atlanta,  Ga.,  Foote  <&  Davies  company,  printers,  1911.    2  v. 

See  indexes  under  Canal  companies,  Rice  culture,  and  Waters  and 
watercourses. 
11-6374 

HAWAII 

239  U.  S.     War  dept.    Water  rights  on  military  reservation  at 

Waianae  Uka,  island  of  Oahu,  Hawaii.  Letters  to  the 
Committee  on  military  affairs,  United  States  Senate,  from 
the  Secretary  of  war,  with  inclosures,  in  response  to  re- 
quest for  report  upon  a  bill  (S.  9063)  granting  to  J.  T. 
McCrosson,  his  associates  and  assigns,  certain  water  rights 
on  the  military  reservation  at  Waianae  Uka,  island  of 
Oahu,  territory  of  Hawaii;  and  other  papers. 
[Washington,  Govt,  print,  off,  1911.]    20  p.    23'''\  {61st 

Cong.,  3d  sess.    Senate.    Doc.  789.)  5944 
11-35121  HD1698.H3A4 


WATER  EIGHTS  AND  CONTROL  OF  WATERS 


41 


IDAHO 

240  Barb,  James  E.    Some  features  of  Idaho  law  concerning  irriga- 

tion and  water  rights. 

{In  Oregon  state  bar  association.    Proceedings,  1908-1910.  Port- 
land, [1911].    23J°^.    p.  69-81.) 
"Statutes  of  Idaho  upon  the  subject  of  water  rights":  p.  80-81. 

241  Idaho.    Courts.    Judicial    decisions    affecting    water  rights; 

[comp.]  by  Herbert  Wing. 

{In  Idaho.    State  engineer.    Ninth  biennial  report,  1911-1912. 
[Boise,  1912.]    23«™.    p.  313-323.)  TC824.I2A3  1911-1912 

242   ^ —   Laws,  statutes,  etc.    The  revised  codes  of  Idaho  .  .  . 

Prepared  by  John  F.  MacLane,  code  commissioner. 

Boise,  Syms-York  co.,  'printers,  1908.    2  v.  25^'^- 

Contents. — v.  1.  Political  and  civil.— v,  2,  Civil  procedure  and 
penal. 

See  indexes  under  Booms,  Dams,  Ditches,  Eminent  domain,  Floating 
timber.  Irrigation  districts,  Water  and  canal  corporations.  Water 
rights  and  irrigation.  Water  users'  associations. 
Also  see  Laws  of  1911  under  Irrigation,  Water  assessments,  and 
Water  rights  and  irrigation;  and  of  1913  under  Dams,  Irrigation, 
Irrigation  districts,  Waters,  and  Water  users'  associations. 
8-22091 

 Land  and  irrigation  laws  of  the  state  of  Idaho, 

1911. 

[Boisef],  The  State  hoard  of  land  commissioners,  [1912 f] 
192  p.  23'"^. 

GS12-575  HD1166.I2A4  1911 

 Laws  relating  to  the  use  of  public  waters. 

{In  Idaho.    State  engineer.    Report,   1909-1910.    [Boise,  1910.] 
23^^="^.    p.  3-175.)  TC824.I2A3  1909-1910 

245   i  State  of  Idaho,  the  Carey  act;  a  compilation 

of  the  federal  and  state  laws  and  the  rules  and  regulations 
pertaining  to  the  entry  of  land  under  provisions  of  the 
Carey  act  in  the  state  of  Idaho.  Pub.  by  the  State  board 
of  land  commissioners. 

[Fayette,  Id.,  Independent  printing  co.],  1912.    2  p.  I.,  [3]- 
79,  [1]  p.    diagr.  21^"^. 

GS12-^76  HD1739.I2A5  1912 

246    State  engineer.    Notes  on  the  irrigation  laws  of  Idaho 

and  government  regulations  relating  to  rights  of  way  over 
public  lands.  Weir  tables  and  instructions  to  irrigators. 
Comp.  by  State  engineer. 

[Rexburg,  IdaJio,  Current- Journal  print.],  1903.    67  p.  illus. 
23^^ 

Wayne  Darlington,  state  engineer. 
6-40145  HD1729.I2A4 
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244 


42 


LIBRAE Y  OF  CONGRESS 


247  U.  S.    Be'pt.  of  the  interior.    Water  rights  and  power  sites  in 

Idaho.  Letter  from  the  Secretary  of  the  interior,  trans- 
mitting, in  response  to  Senate  resolution  no.  159,  of  Jan- 
uary 27,  1910,  information  relative  to  water  rights, 
power  sites,  etc.,  acquired  on  the  public  lands  in  Idaho. 
Washington,  Govt,  print,  off.,  1910.  H  f.  fold.  map.  23^^, 
(6 1st  Cong.,  2d  sess.    Senate.    Doc.  370.)  5667 

10-  35665  HD  1694.12 A4  1910 

ILLINOIS 

248  Illinois.    General  assembly.    Submerged  and  shore  lands  investi- 

gating committee.  Report  of  the  Submerged  and  shore 
lands  legislative  investigating  committee,  made  in  pursu- 
ance of  the  statute,  to  the  governor  of  the  state  of  Illinois 
and  the  Forty-seventh  General  assembly  of  Illinois. 
Pub.  under  the  direction  of  House  of  representatives. 
Springfield,  Illinois  state  journal  co.,  state  printers,  1911. 

3  V.   front.,  plates,  diagrs.  {partly  fold.)  22^^. 

11-  26659  HDl 694.13 A4 

249    Laws,  statutes,  etc.    The  revised  statutes  of  the  state  of 

Illinois,  1912,  containing  all  the  general  statutes  of  the 
state  in  force  October  1,  1912  .  .  .  Compiled  and  edited 
by  Harvey  B.  Hurd  .  .  . 

Chicago,  CMcago  legal  news  company,  1912.  [20],  xciv,  265 Jf.  p. 

See  index  under  Canal  and  improvement  of  Illinois  and  Little 
Wabash  rivers,  Canal  companies,  Canals,  Watercourse,  and  Water- 
ways. 

Also  see  Laws  of  1913  under  Canals,  lakes  and  rivers. 
The  drainage  laws  were  issued  separately  in  1909  by  the  Secretary  of 
state. 

250   Laws  in  reference  to  the  Sanitary  district  of 

Chicago.  Pub.  by  authority  of  the  Board  of  trustees  of 
the  Sanitary  district  of  Chicago. 

Chicago,  [1906].    3  p.  I.,  lU  p.  25^"^. 
Comp.  and  ed.  by  Stephen  A.  Foster. 

Contents. — Concerning   the   Sanitary  district. — Concerning  the 
Illinois  and  Michigan  canal. — Concerning  the  Chicago,  Desplaines 
and  Illinois  rivers. 
11-28123  TD26.C5A5  1906 

251  Liessmann,  Elmer  M.    Stream-water  rights  in  Illinois. 

Illinois  law  review,  Jan.  1912,  v.  6:  382-394;  Dec.  1913,  v.  8: 
324-330. 
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252  Missouri,  complainant.    The  state  of  Missouri  vs.  the  state  of 

Illinois  and  the  Sanitary  district  of  Chicago.  Before 
Frank  S.  Bright,  commissioner  of  the  Supreme  court  of 
the  United  States. 
[St.  Louis?  1904- ^ illus.,  fold,  plates,  maps  (part  fold.) 
fold,  plans,  tables  (part  fold.)  diagrs.  (part  fold.)  £3^^^. 
"In  the  Supreme  court  of  the  United  States.    Original  docket  no." 

 Index. 

[St.  Louisf  1904?]    35  p.  £3^'"^. 

"In  the  Supreme  court  of  the  United  States.    October  term,  1904. 
Original  no.  4." 
13-429-30 

253  Smurr,  Tom  Woods.    A  treatise  on  the  law  of  farm  drainage 

founded  on  the  laws  and  judicial  decisions  of  the  state  of 
Illinois. 

Indianapolis,    TJie    Bohhs- Merrill    company,    1909.  xxiv, 
496  p.  24'^'^. 

9-26980  HD1683.IJ6S6 

INDIANA 

254  Indiana.    Laws,  statutes,  etc.    Burns'  annotated  Indiana  stat- 

utes, showing  the  general  statutes  in  force  January  1, 
1908;  embracing  the  revision  of  1881  as  amended,  and 
all  permanent,  general  and  public  acts  of  the  General 
assembly  passed  since  the  adoption  of  that  revision; 
containing  also  the  United  States  and  Indiana  constitu- 
tions, all  completely  annotated. 
Indianapolis,  Tlie  Bohhs- Merrill  company ,  1908.    3  v.  25^'^. 

See  index  under  Canal,  Canal  companies,  Dams,  Lumber,  Rivers, 

Streams,  Water,  and  Water  course. 
A  compilation  of  Laws  for  constructing  ditches  and  levees  by  James 

B.  Kenner  was  pub.  at  Indianapolis  in  1897. 

IOWA 

255  Iowa.    Laws,  statutes,  etc.    Annotated  code  of  the  state  of 

Iowa;  containing  all  the  laws  of  a  general  nature  enacted 
by  the  twenty-sixth  General  assembly,  at  the  extra 
session,  which  adjourned  July  2,  1897.  Published  by 
authority  of  the  state. 
Des  Moines,  la.,  F.  R.  Conaway,  state  printer,  1897.  2  p.  Z., 
[iii]-xxxii,  (xxiv-1 — xxiv-31),  2362  p.  28^^. 
Second  edition.    Preface  dated  October,  1902. 

See  index  under  Condemnation  of  property.  Logs,  Lumber,  Mill 
dams  and  races,  Watercourses,  and  Water-power  improvements. 

Also  see  index  to  Supplement,  1907,  under  Canal,  Condemnation  of 
property.  Dams,  Logs,  Lumber,  Mill  dams  and  races,  Water- 
courses, and  Water-power  improvements. 

A  separate  of  laws  relating  to  drainage  was  compiled  and  issued  by 
the  Secretary  of  state  in  1907. 
6-4451 
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256  U.  S.    District  court.    Iowa  (Southern  district).    Power  of  emi- 

nent   domain.    Decision  ...  in    the    case    of  Albert 
Hagerla  v.  Mississippi  River  power  co. 
Washington,  [Govt,  'print,  of.]  1913.    16  f.    28^^'^'.  {62d 
Cong.,  3d  sess.    Senate.    Doc.  1070,)      HD1262.A4  1913 

KANSAS 

257  Kansas.    Laws,  statutes,  etc.    The  irrigation  laws  of  Kansas. 

With  extracts  from  the  laws  of  the  United  States  on  the 
subject  of  irrigation.    By  Eugene  F.  Ware. 
TopeJca,  Kans.,  Crane  <&  company,  1896.    61  p.  23Y^\ 

12-34788 

258   General  statutes  of  Kansas,  1909,  authenticated; 

being  a  compilation  of  all  the  laws  of  a  general  nature, 
including  the  session  laws  of  1909  .  .  .  Annotated  .  .  . 
By  C.  F.  W.  Dassler. 

Topelca,  Kans.,  Crane  <&  company,  1910.    xvi,  2^74  P-  26^'^, 
See  index  under  Artesian  wells,  Canal,  Eminent  domain,  Irriga- 
tion, Logs,  Lumber,  Mill  dams,  Streams,  Water  companies,  and 
Waters. 

Also  see  Session  laws  of  1911  under  Artesian  wells,  Irrigation,  Water, 
and  Water  rights,  and  of  1913  under  Irrigation, 
10-7716 

KENTUCKY 

258a  Kentucky.  Laws,  statutes,  etc.  The  Kentucky  statutes,  con- 
taining all  general  laws  not  included  in  the  codes  of  prac- 
tice ;  with  full  notes  of  decisions  of  the  Court  of  appeals  to 
June,  1908  .  .  .  4th  ed.  Prepared  by  John  D.  Carroll. 
Louisville,  The  Courier- journal  joh  printing  company,  1909. 
3  p.  I,  2100  p.  26^'"^. 

See  index  under  Drift  logs,  lumber,  Mills,  Water  and  Water  power. 
9-6012 

MAINE 

259  Babb,  Cyrus  C.    Certain  legal  aspects  of  water-power  develop- 

ment in  Maine. 

New  England  water  worJcs  'association .    Journal,  Sept.  1912, 
V.  26:  190-227. 

,    Discussion:  p.  228-241.  TD201.N53,v.26 

259a  Maine.  Laws,  statutes,  etc.  The  revised  statutes  of  the  state 
of  Maine,  passed  September  1,  1903,  and  taking  effect 
January  1,  1904.  By  authority  of  the  Legislature.  [5th 
revision] 

Augusta,  Kennebec  journal  print,  1901}..    xii,  1020,  4.89  p. 

See  index  under  Booms,  Canals,  Cranberry  lands,  Dams,  Flowing 

lands.  Mills  and  mill-dams,  and  Timber. 
Also  see  Acts  and  resolves,  1911,  Chap.  89,  ice  and  ice  ponds. 
4-13691 
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260  Maine.    State  water  storage  commission.    Annual  report,  1910- 

Jan.  1912. 

Augusta,  1911-1912.    2  v.    plates,  fold,  map,  fold,  profile, 
diagr.    23  i'"^. 

''Publications",  1909/10:  p.  35. 

"Report  of  the  chief  engineer,  Cyrus  C.  Babb,  on  legislation":  1911, 
p.  3-16. 

11-33167  TC424.M2A15 
MASSACHUSETTS 

261  Massachusetts.    Laws,  statutes,  etc.    The  revised  laws  of  the 

commonwealth  of  Massachusetts.    Enacted  November 
21,  1901,  to  take  effect  January  1,  1902  .  .  . 
Boston,  WrigJit  <&  Potter  printing  co.,  state  printers,  1902. 
2  V.  27^"^. 

 The  index  to  the  revised  laws  of  the  common- 


wealth of  Massachusetts. 
Boston,  Wright  <&  Potter  printing  co.,  state  printers,  1902. 
2  p.  I.,  570  p.  27 

Prepared  by  Charles  N.  Harris. 

Consult  the  index  under  Booms,  Canals,  Cranberry  lands,  Dam, 
Eminent  domain.  Floating  timber,  Mills  and  mill-dams,  Ponds, 
Water  rights  and  Water  supply. 
3-3134-4a 

 Supplement;  containing  the  general  laws,  en- 


acted in  the  years  1902  to  1908,  inclusive. 
Boston,  Wright  <&  Potter  printing  co.,  state  printers,  1910, 
xviii,  1686  p.  27'''^ 

Consult  the  index  under  Dams,  Ponds,  and  Water  supply. 

262  Stetson,  Thomas  M.    Great  ponds. 

Harvard  law  review,  Feh.  1889,  v.  2:  316-831. 

263  Warren,  Samuel  D.,  jr.,  and  Louis  D.  Brandeis.    The  Watuppa 

pond  cases. 

Harvard  law  review,  Dec.  1888,  v.  2:  195-211 

MICHIGAN 

264  Michigan.    Laws,  statutes,  etc.    Laws  relating  to  construction 

of  drains,  with  an  appendix  of  blank  forms.    Comp.  by 

Fred  M.  Warner,  secretary  of  state. 

Lansing,  Mich.,  Rohert  Smith  printing  co.,  state  printers,  1903. 

144  p.  incl.forms.  23'''^. 
Revision  of  1903. 


46 


LIBRARY  OF  CONGRESS 


264a  Michigan.    Laws,  statutes,  etc.    Supplement  to  the  drain  laws 
of  1903,  containing  amendments  of  1905. 
[Lansing,  1905.]    4  V-    ^3^'^-    [With  Laws  relating  to  con- 
struction of  drains.  1903.] 

7-27329-30  HD1683.XJ6M2 

265   Laws  relating  to  construction  of  drains,  with  an 

appendix  of  blank  forms. 

Lansing,  1911.    154  f,  £3^"^, 

MINNESOTA 

265a  Minnesota.    Laws,  statutes,  etc.    General  statutes  of  Minne- 
sota, 1913;  pub.  under  the  authority  of  the  Legislature  by 
virtue  of  an  act  approved  April  20,  1911  (laws  1911,  ch. 
299).    Comp.  and  ed.  by  Francis  B.  Tiffany. 
St.  Paul,  West  puUishing  co.,  1913.    xv,  2473  p.  29'"^. 

See  index  under  Boom  companies,  Booms,  Boundaries,  Dams, 
Lakes,  Logs  and  logging,  Water  powers,  Waters  and  watercourses. 
13-24405 

266    State    drainage    commission.    Report    of   the  water 

resources  investigation  of  Minnesota. 

St.  Paul,  McGiU-Warner  co.,  1910.    347  p.    plates,  fold, 
maps.  23^"^, 

Geo.  A.  Ralph,  chief  engineer. 

Robert  FoUansbee,  district  engineer,  U.  S.  Geological  survey. 
Water-power  control  and  water  laws  in  other  states  and  in  foreign 

countries:  p:  22-55.    The  report  includes  recommendations  for  a 

water  resources  policy  for  Minnesota. 
11-23884  GB706.M6A4 

267    Waterways  commission.    Annual  report.    [1st,  1910.] 

[St.  Paul?  1911.]    47  p.  22^"^, 

1909/10  has  title:  1910.    First  annual  report  of  the  Waterways  com- 
mission of  the  state  of  Minnesota  December  31st,  1910  .  .  .  Pre- 
liminary studies  and  suggestions  and  recommendations  by  Col. 
James  H.  Davidson,  chairman. 
11-33003  HD1694.M6A3 

268  Shenehon,  Francis  C.    The  state  and  the  water  power. 

{In  Minnesota  academy  of  social  sciences.    Papers  and  proceedings, 

5th  annual  meeting,  1911.    1912.    p.  116-131.) 
*  *  Interstate  navigable  streams. ' '  HI  1  .M6.v.6,no.6 

MISSOURI 

269  English,  George  H.,  jr.    The  law  of  surface  water  as  applicable 

to  Missouri  and  states  bounded  by  large  rivers. 
Central  law  journal,  Nov.  9,  1900,  v.  51:  360-368. 
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270  Missouri.    Laws,  statutes,  etc.    The  revised  statutes  of  the 

state  of  Missouri,  1909  .  .  .  Revised  and  promulgated 
by  the  forty-fifth  General  assembly.  Compiled,  arranged, 
classified,  annotated,  and  indexed  by  the  Revision  com- 
mission, consisting  of  John  C.  Brown,  Homer  Hall,  and 
David  H.  Harris  .  .  .  Published  by  authority. 
Jefferson  City,  Mo.,  The  Hugh  Stephens  printing  company, 
[1910].    3v.  ^7^^. 

See  index  under  Booming  and  rafting  companies,  Dams  for  mills  and 

electric  power,  Eminent  domain.  Navigable  waters.  Rafts,  Waters 

and  watercourses. 

MONTANA 

271  Montana.    Laws,  statutes,  etc.    The  revised  codes  of  Montana 

of  1907,  containing  all  laws  of  a  permanent  and  general 
nature  in  force  after  the  adjournment  of  the  tenth  Legis- 
lative assembly;  comp.  and  rev.  pursuant  to  authority  of 
Acts  1907,  chapter  85,  by  E.  C.  Day,  commissioner  .  .  . 
Annotated  by  Henry  L.  Blake. 
Helena,  Mont.,  State  publishing  company ,  1908.    2  v.  26^^- 

See  index  under  Boundaries,  Dams  and  reservoirs,  Eminent  domain. 

Irrigation  districts,  and  Water  rights. 
Also  see  Laws  of  1909  under  Irrigation  districts  and  Water  users' 

associations;  of  1911  under  Watercourses  and  Water  rights;  of  1913 

under  Irrigation  districts. 
10-19648 

NEBRASKA 

272  Nebraska.    Laws,  statutes,  etc.    Irrigation  and  water  power 

laws  of  the  state  of  Nebraska  in  force  July  17,  1913. 
Published  by  the  State  board  of  irrigation,  highways,  and 
drainage.    Donald  D.  Price,  state  engineer,  C.  P.  Mason, 
asst.  state  engineer. 
[Lincoln?]  The  Clajlin  printing  co.,  1913.    79  p.  23^"^- 
Agr  13-1915 

Also  consult  Cobbey's  annotated  statutes,  edition  of  1911,  and 
Laws  of  1913  under  pertinent  headings. 

273    State  hoard  of  irrigation,  highways  and  drainage.  Rules 

governing  matters  coming  before  the  State  board  of  irri- 
gation, highways  and  drainage.  1912. 

[n.  p.]  1912.    27  p.    23  x  10^^"^, 

Agr  12-716  HD1729.N2A4  1912 

NEVADA 

274  Nevada.    Laws,  statutes,  etc.    Chap.  140.    An  act  to  provide  a 

water  law  for  the  state  of  Nevada  [etc.]  Approved  March 
22,  1913. 

{In  Nevada.    State  engineer.    Biennial  report,   1911-1912.  Car 

son  City,  1913.    23^=^.    p.  138-166.) 
Also  consult  Revised  laws,  1912,  and  Laws  of  1913  under  pertinent 

headings. 
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275  *Nevada.    State  engineer.   How  to  appropriate  the  public  waters 

of  the  state  of  Nevada,  comp.  by  W.  M.  Kearney,  state 
engineer. 
[n.f.,  19119]    12  p. 
GS  12-589 

276   Requirement^  and  regulations,  including  sug- 
gestions and  instructions  in  relation  to  the  appropriation, 
use  and  measurement  of  water  in  the  state  of  Nevada. 

Carson  City,  Nev.,  State  printing  office,  1912.    32  p.  diagrs. 
(Ifold.)    23i''^.    (PampUet  no.  4,  January,  1912.) 

W.  M.  Kearney,  state  engineer, 
GS  12-629  ^  TC824.N3A4 

NEW  HAMPSHIRE 

276a  New  Hampshire.    Laws,  statutes,  etc.    The  public  statutes  of 
the  state  of  New  Hampshire  and  general  laws  in  force 
January  1,  1901  .  .  .    Compiled  and  edited  by  W.  M. 
Chase  and  A.  H.  Chase. 
Concord,  N.  H.,  E.  C.  Eastman,  1900.    xix,  1021  p.  27'''^. 
See  index  under  Dams,  Flowage,  Logs,  floating.  Mills,  Water  rights, 
Waters. 

Also  see  Laws  of  1913  under  Dams  and  Water  power  charters, 
Feb.  14,  1901-160 

NEW  JERSEY  , 

277  New  Jersey.    Commissioners  to  investigate  practicability  and 

prohaUe  cost  of  the  acquisition  hy  state  of  the  title  to  the 
potahle  waters  of  the  state.    Keport,  Mar.  7,  1906. 
[Trenton,  MacCrellish  <&  Quigley,  state  printers ,  1907.]  101  p. 
23^"^.    (New  Jersey.    Legislature.    General  assembly,  1906. 
Doc.  no.  58.)  J87.N5  1907p,v.6 

NEW  MEXICO 

278  Boyd,  Nathan  E.    Statement  in  re  Elephant  Butte  (New 

Mexico)  dam  enterprise  and  General  Anson  Mills'  Inter- 
national (El  Paso)  dam  scheme.  ,  Proposed  treaty  with 
the  republic  of  Mexico.  Injunction  suit.  United  States 
versus  Rio  Grande  dam  and  irrigation  company.  Ab- 
stracts from  official  documents  and  from  the  decisions  of 
the  courts,  &c. 

[Washington],  Judd  cfe  Detweiler,  printers,  [1902?].    1  p.  I., 
156  p.  23^^-^. 

7-38099  HD1694.A3  1902 

Not  in  Library  of  Congress. 
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279  New  Mexico  {Ter.)    Laws,  statutes,  etc.    1897.    Compiled  laws 

of  New  Mexico.    In  accordance  with  an  act  of  the  Legisla- 
ture, approved  March  16th,  1897  .  .  . 
Santa  Fe,  N.  M.,  New  Mexican  printing  company,  1897, 
1159  p.    27 h''^. 

Prepared  for  publication  by  John  P.  Victory,  Edward  L.  Bartlett, 
Thomas  N.  Wilkerson,  commission.    Jose  D,  Sena,  secretary,  and 
George  A.  Johnson,  assistant  secretary. 
See  index  under  Acequias,  Condemnation  of  land,  and  Irrigation, 
Also  see  Acts  of  1899  under  Irrigation  companies  and  Mill  ditches;  of 
1901  under  Irrigation  commission;  of  1903  under  Acequias;  of  1905 
under  Acequias,  Irrigation,  and  Wells,  artesian;  of  1907  under 
Acequias,  Irrigation  law,  Logging,  Streams,  and  Water  rights;  of 
1909  under  Irrigation,  Water  rights,  and  Water  users'  associations; 
of  1912  under  Eminent  domain,  Irrigation,  and  Water  rights ;  of  1913 
under  Irrigation,  Water,  Water  power,  and  Water  rights. 
3-3135 

280   Irrigation  laws.    Provisions  of  constitution  and 

laws  of  state  of  New  Mexico  relating  to  incorporating  and 
government  of  irrigation  companies  and  water  users'  as- 
sociations. Pub.  by  State  corporation  commission,  Santa 
Fe,  New  Mexico. 

Alhuquerque,  Albright  cfc  Anderson,  1913.    32  p.  23^"^, 
13-33188  HD1729.N6A4  1913 

NEW  YORK 

281  Decker,  George  Palmer.    The  public  right  in  New  York  water 

power. 

Case  and  comment.  Mar.  1910,  v.  16:  264-269. 

2S2    The  riparian  right  and  power  conservation  in  New 

York. 

RocJiester,  N.  Y.,  G.  P.  Decker;  Albany,  J.  B.  Lyon  com- 
pany, printers,  1912.    ^2  p.  23^^. 

12-  15799  HD1694.N7D3 

283  Farnham,  H.  P.    Legal  rights  in  New  York  water  power. 

Case  and  comment.  Mar.  1910,  v.  16:  270-273. 

284  New  York  (State).    Conservation  commission.    Annual  report, 

1911. 

Albany,  1912.   -2  v.    plates,  fold,  maps,  fold,  profiles,  fold, 
tab.,  fold,  diagr,  25^"^- 

"Excerpts  from  chapter  Ixv  of  the  Consolidated  laws,  known  as  the 
conservation  law,  as  relating  to  the  division  of  inland  waters": 
V.  2,  p.  205-250. 

13-  551  HC107.N7A7 
13132°— 14  4 
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284a  New  York  (State).  Laws,  statutes,  etc.  The  consolidated  laws  of 
the  state  of  New  York,  1909;  prepared  under  the  direction 
and  control  of  the  Board  of  statutory  consolidation  .  .  . 
constituting  all  the  general  statutory  law  .  .  .  except  that 
contained  in  the  code  of  civil  procedure  and  code  of 
criminal  procedure  .  .  .  ed.  by  Frederick  E.  Wadharos 
....  With  a  complete  analytical  index,  and  the  consti- 
tution of  the  state  of  New  York  .  .  . 
New  York  city.  The  American  law  hook  company,  1909-10. 
9  V.  ^4^"^. 

Paged  continuously. 
See  indexes  under  Canals,  Dams,  Eminent  domain,  Ice,  Logging, 

Waters  and  watercourses. 
Also  see  Laws  of  1910,  1911,  1912,  and  1913  under  Canals  and  Waters. 
9-17548 

285   Legislature.  Joint  committee  on  conservation  and  utili- 
zation of  water  power.  Report  on  the  conservation  of 
water.  1912.  Transmitted  to  the  Legislature  January 
30,  1912. 

Albany,  The  Argus  company,  printers,  1912.    3  p.  I.,  iiij 
983  p.   fold,  maps,  fold,  tables,  fold.,  charts,  fold,  diagrs, 

T.  Harvey  Ferris,  chairman. 

Also  issued  as  Senate  document  no.  18,  1912. 

''The  state's  title  to  water  power":  p.  15-36;  "The  problem": 
p.  36-37;  ''What  the  state's  attitude  should  be":  p.  37-48;  "Legal 
considerations  " :  p.  48-69;  ' '  Extracts  from  constitutions  of  various 
states  with  reference  to  water  and  water  supply  " :  p .  923-930 ;  ' '  Stat- 
utory enactments  of  various  states  with  reference  to  water  and 
water  power  rights":  p.  931-950. 
12-33439  TD224.A6  1912 

286   Assembly.    Select  committee  to  investigate  water 

rights  on  Black  River.  Eeport  of  Select  committee  ap- 
pointed to  investigate  grievances  of  owners  of  water  rights 
on  Black  River. 

Albany,  C.  Van  Benthuysen,  printer  to  the  Legislature,  1856. 
cover-title,  32  p.    23'''^.    [Assembly,    no.  125.] 
9-20361t  HE396.E6A5  1866 

287   Water  supply  commission.    New  York's  water  supply 

and  its  conservation,  distribution  and  uses. 

[Albany,  J.  B.  Lyon  company,  state  printers,  1910?]  cover- 
title,  36  p.    plates,  fold.  map.  22^"^. 

"Water  power  legislation":  p.  31-36. 
11-33090  TD224.N7A6 
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NORTH  CAROLINA 

288  North  Carolina  drainage  convention,  Wilmington,  N.  C, 

1910.  Proceedings  of  third  annual  drainage  convention 
held  at  Wilmington,  North  Carolina  November  22  and  23, 
1910  and  North  Carolina  drainage  law  (codified),  comp. 
by  Joseph  Hyde  Pratt. 
Raleigh,  E.  M.  Uzzell  c&  co.,  state  printers  and  hinders,  1911. 
67  p.    Ill  (i.  e.  4)  pi  (1  fold.)  (North  Carolina. 

Geological  and  economic  survey.    Economic  paper  no.  21.) 
GS  11-346  HD1683.U5N8  1911 

289  North  Carolina  geological  and  economic  survey.  North 

Carolina  drainage  law  (codified).    May,  1913. 
n.  p.  [1913.]    26  p.    ^4^™.    {Press  bulletin,  no.  106.) 

NORTH  DAKOTA 

289a  North  Dakota.    Laws,  statutes,  etc.    The  revised  codes  of  the 
state  of  North  Dakota,  1905,  together  with  annotations 
.  .  .    By  authority  of  the  Legislative  assembly. 
Bismarclc,  N.  D.,   Tribune  company,  state  printers,  1906. 

xciv,  194.0  p.  27'^'^. 

See  index  under  Dams,  Eminent  domain,  Irrigation,  Logs  and  lum- 
ber, and  Water. 

Also  see  laws  of  1907  under  Watercourse  and  of  1909  under  Irrigation. 
6-28766 

OKLAHOMA 

289b  Oklahoma.  Laws,  statutes,  etc.  Revised  laws  of  Oklahoma, 
1910;  being  a  compilation,  classification,  and  revision  of 
all  general  laws  ...  in  force  and  effect  on  the  25th  day 
of  February,  1911  .  .  .  Revision,  classification,  and  his- 
torical notes  by  Samuel  H.  Harris  and  Jean  P.  Day;  ed., 
annotated,  and  indexed  by  .  .  .  Clinton  Orrin  Bunn  .  .  . 
Pub.  under  authority  of  an  act  of  the  Legislature  .  .  . 
St.  Paul,  Minn.,  The  Pioneer  co.,  1912.    2  v.  26^"^, 

Paged  continuously. 
See  index  under  Irrigation  and  Water. 
13-12889 

OREGON 

290  Chinnock,  James  T.    The  determination  of  existing  water 

rights  [in  Oregon]. 

{In  Oregon.    State  engineer.    Third  biennial  report,  1909-1910. 
Salem,  1910.    23'^°^.    p.  39-79.)  TA24.07  1909-10 

291  Howard,  R.  R.    Oregon's  new  water  law. 

Technical  world  magazine,  Aug.  1910,  v.  13:  627-638. 

Tl.T2,v.l3 
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292  Lewis,  John  Howard.    Brief  summary  of  Oregon's  new  water 

law. 

(In  Oregon.    State  engineer.    Third  biennial  report,  1909-1910. 
Salem,  1910.    23^^.    p.  132-135.)  TA24.07  1909-10 

293    Experience  with  water  power  legislation  in  Oregon. 

Engineering  record,  June  24,  1911,  v.  63:  713-714- 

TAl.E62,v.63 

294  *   The  Oregon  system  of  water  titles. 

Salem,  Or.,  1912.    cover-title,  [16]  p.  diagrs.    23^'^.  {Oregon. 
State  engineer.    Bulletin  no.  2.) 
GS  12-626 

295  Oregon.    Conservation  commission.    Report.  1908-1912. 

Salem,  Or.  [1908]-1912.    5  v.   front.,  iTlus.,fold.  maps,  diagrs. 

J.  N.  Teal,  chairman. 

The  various  reports  include  material  on  the  water  laws  of  Oregon  and 
of  other  states  and  foreign  countries. 
9-2969  HC107.O7A5 

296    Laws,  statutes,  etc.    Lord's  Oregon  laws  showing  all  the 

laws  of  a  general  nature  in  force  in  the  state  of  Oregon, 
including  the  sessions  of  1909,  and  the  laws  and  constitu- 
tional amendments  adopted  at  the  general  election  of 
1910.  Comp.  and  annotated  by  Hon.  William  Paine 
Lord,  code  commissioner  .  .  .  and  Richard  Ward  Mon- 
tague .  .  .  Pub.  by  authority  of  an  act  approved  March 
19,  1909. 

Salem,  Or.,  W.  S.  Duniway,  state  printer,  1910.    3  v.  25^^, 
Paged  continuously. 

See  index  under  Canal,  Irrigation,  Irrigation  project.  Mills,  Water, 

Water  code,  and  Watercourses. 
Also  see  General  laws  of  1911  under  Eminent  domain,  Irrigation  and 

drainage.  Irrigation  districts.  Water,  and  Watercourses;  of  1913 

under  Canals,  Irrigating  ditches,  districts,  works,  Water  rights, 

and  Water  users. 

11-  25966 

297   A  water  law  for  Oregon,  in  effect  February  24^ 

1909,  providing  a  system  of  state  control. 

Salem,  Ore.,  W.  S.  Duniway,  state  printer,  1909.    30  p.  23^^. 
9-14986  HD1694.07A3  1909 

298   Water  laws  of  the  state  of  Oregon.    Comp.  from 

Lord's  Oregon  laws  and  the  laws  of  1911.  Prepared  in 
the  office  of  the  Board  of  control  and  pub.  by  authority  of 
the  legislature  of  Oregon. 

Salem,  Or.,  W.  S.  Duniway,  state  printer,  1911.    197  p.  23^'^. 

12-  33111  HD1694.07A3  1911 

*Not  in  Library  of  Congress. 
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299  *  Oregon.    State  engineer.    Little  Walla  irrigation  union,  a  cor- 

poration, and  about  40  others,  plaintiffs,  appellants  and 
cross-respondents,  vs.  Finis  irrigation  company,  a  corpo- 
ration, and  about  400  others,  defendants  and  respond- 
ents, of  which  about  50  are  also  cross-appellants.  Brief 
prepared  by  state  engineer  and  submitted  by  attorney 
general  as  to  the  state's  interests  in  the  unappropriated 
waters  of  the  streams  in  controversy.  John  H.  Lewis, 
state  engineer,  A.  M.  Crawford,  attorney  general. 
[n.  'p.,  1911  f]    cover-title,  56  p.  24^"^. 

In  the  Supreme  court  of  the  state  of  Oregon.    Pendleton  term,  May, 
1911. 
GS  12-632 

300   The  need  of  water  legislation  in  Oregon.  Pre- 
pared at  the  request  of  His  Excellency  Geo.  E.  Chamber- 
lain, governor,  by  John  H.  Lewis,  state  engineer. 

Salem,  Ore.,  W.  S.  Duniway,  state  printer,  1907.    S2  p.  23'''^, 
Bibliography:  p.  31-32. 
10-3540  HD1694.07A25 

301  State  control  of  water. 

{In  his  Third  biennial  report,   1909-1910.    Salem,   1910.  23'^™. 
p.  17-38.) 

John  H.  Lewis,  state  engineer.  TA24.07  1909-10 

PENNSYLVANIA 

302  Gannett,  Farley.    Water  power  regulation  in  Pennsylvania. 

Engineering  record.  Bee.  3,  1910,  v.  62:  636.  TAl.E62,v.62 

302a  Pennsylvania.    Laws,  statutes,  etc.    Stewart's  Purdon's  digest. 

A  digest  of  the  statute  law  of  the  state  of  Pennsylvania 

from  the  year  1700  to  1903  .  .  .  originally  compiled  in 

1811  by  John  Purdon,  esq.    13th  ed.,  comp.,  annotated, 

and  rev.  by  Ardemus  Stewart. 

PUladelpUa,  Tie  George  T.  Bisel  co.,  1905-10.    5  v.  27'"^, 

Vol.  5  is  supplement,  1905-1909.    Another  was  issued  for  1911. 
See  indexes  under  Canal  companies,  Lumber,  Milldams,  and  Rivers. 
5-32791 

303  Wert,  Edward  H.    The  law  of  Pennsylvania  relating  to  the  for- 

mation, rights,  powers  and  duties  of  water  and  water 
power  companies,  comprising  the  statutes  in  force, 
decisions  of  the  courts  and  opinions  of  the  heads  of  de- 
partments. 1909. 

{In    Pennsylvania.    Water    supply    commission.    Report,  1909. 
Harrisbu*g,  1911.    23i«^.    p.  159-239.)       TC424.P4A3  1909 
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PHILIPPINE  ISLANDS 

304  *  Chandler,  A.  E.    Irrigation  legislation  for  the  Philippine 

Islands. 

California  journal  of  technology,  Mar.  1910. 

305  Philippine  Islands.    Laws,  statutes,  etc.    Acts  of  the  second 

Philippine  legislature,  second  and  special  sessions  and  of 

the  Philippine  commission  (Nos.  2076  to  2187,  inclusive). 

Washington,  Govt,  print,  off.,  1912.    203  p.  23'^'^. 

"No.  2152.  An  act  to  provide  a  system  for  the  appropriation  of  public 
waters,  and  for  the  determining  of  existing  rights  thereto  [etc.]"; 
Enacted  Feb.  6,  1912:  p.  103-119. 

PORTO  RICO 

305a  Porto  Rico.  Laws,  statutes,  etc.  Revised  statutes  and  codes 
of  Porto  Eico,  containing  all  laws  .  .  .  in  effect  after  July 
first,  nineteen  hundred  and  two,  including  the  Political 
code,  the  Penal  code,  the  Code  of  criminal  procedure,  the 
Civil  code.  Published  by  authority  of  the  Legislative 
assembly. 

San  Juan,  Porto  Rico,  Boletin  mercantil  press  [1902].    ^  p.  I., 
xlv  p.,  1  l,  1183,  264  V'  ^4'"^' 

See  index  to  Civil  code  under  Eminent  domain,  and  Waters. 
Also  see  Acts  and  resolutions  of  1903  under  Eminent  domain  and 
Waters;  of  1905  under  Water  law;  of  1909  under  Irrigation  and 
Irrigation  commissions;  of  1910  and  1911  under  Irrigation  system. 
3-4771 

SOUTH  CAROLINA 

306  South  Carolina.    Laws,  statutes,  etc.    Code  of  laws  of  South 

Carolina,  1912  .  .  .    Andrew  J.  Bethea,  code  commis- 
sioner of  South  Carolina,  1911-1912. 
Charlottesville,  Va.,  The  Michie  company,  1912.    2  v.  26'''^. 

See  indexes  under  Canals,  Dams,  Eminent  domain,  Rice  grounds, 
Waters  and  watercourses. 

The  drainage  law  of  1911  was  separately  issued  by  the  State  depart- 
ment of  agriculture,  commerce  and  industries;  and  the  1912 
drainage  law  was  also  issued  separately. 
12-29364 
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SOUTH  DAKOTA 

• 

307  South  Dakota.    Laws,  statutes,  etc.    The  revised  codes  1903 

state  of  South  Dakota  .  .  .  Comp.  and  rev.  by  G.  C. 
Moody,  Bartlett  Tripp  and  James  M.  Brown  .  .  .  Official 
state  ed. 

Pierre,  State  puhlisTiing  comyany,  [loos'].    1  p.  I.,  1283, 
202  p.  26^"^. 

See  index  under  Irrigation  and  artesian  wells,  Logs  and  lumber, 
Milldams,  Streams,  Water,  and  Water  rights. 

Also  see  Laws  of  1905  and  1907  under  Irrigation;   of  1909  under 
Irrigation  and  Water  users'  associations;  of  1911  under  Irrigation, 
Water,  and  Water  rights;  and  of  1913  under  Water. 
.  4-18337 

TENNESSEE 

308  Tennessee.    Geological  survey.    Drainage  reclamation  in  Ten- 

nessee, first  papers.  Drainage  problems  in  Tennessee. 
By  Geo.  H.  Ashley.  Preliminary  report  upon  the  lands 
overflowed  by  the  north  and  middle  forks  of  Forked  Deer 
Kiver  and  Rutherford  fork  of  the  Obion  River  in  Gibson 
County,  Tennessee.  By  A.  E.  Morgan  and  S.  H.  Mc- 
Crory. 

NasJiville,   Tenn.,   [Folk-Keelin  printing  co.],   1910.    74  p- 

map.    23''^.    {Its  Bulletin  3.) 

"Drainage  law  of  Tennessee,  extract  from  Acts  of  Tennessee,  1909, 
chapter  185":  p.  45-74.  QE165.A2,no.3 
GS  10^52  TC977.T2A5  1910 

308a    Laws,  statutes,  etc.    Public  and  permanent  statutes  of 

a  general  nature,  being  an  annotated  code  of  Tennessee, 
the  annotations  showing  the  construction  of  the  statutes 
and  constitution  of  the  state  by  the  Supreme  court  .  .  . 
Comp.,  annotated,  and  ed.  by  R.  T.  Shannon. 
NasJiville,  Tenn.,  MarsJiall  <&  Bruce  co.,  1896.  xv,  1952  p. 
26''™'. 

Also  issued  in  two  volumes,  paged  continuously. 

See  index  under  Eminent  domain,  Floating  timber.  Mill-dams, 

Mills,  Rivers  and  Watercourses. 
A  Supplement  was  issued  in  1904. 
12-38601 

TEXAS 

309  Lewis,  Yancey.    The  rights  of  riparian  owners  in  the  matter  of 

irrigation. 

{In   Texas   bar   association.    Proceedings,    1902.    Austin,  1902. 
22^^^.    p.  96-112.) 
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310  Speer,  Ocie.    A  defense  of  the  "  Texas  rule  "  in  the  matter  of 

irrigation. 

(In  Texas  bar  association.    Proceedings,    1904,   Austin,  1904. 
23^°^.    p.  214-231.) 

310a  Texas.    Laws,  statutes,  etc.    Revised  civil  statutes  of  the  state 
of  Texas,  adopted  at  the  regular  session  of  the  thirty- 
second  Legislature,  1911.    Pub.  by  authority  .  .  . 
Austin,  Tex.,  Austin  printing  company,  1912.    xc,  1996  p. 

See  index  under  Boundaries,  Irrigation,  Water  corporations,  and 

Water  regulations. 
Also  see  Acts  of  1913  under  Irrigation. 
12-20574 

UTAH 

311  Kinney,  Clesson  S.    Constitutional  provisions  relative  to  water 

and  water  rights. 

{In  Territorial  bar  association  of  Utah.  Report,  1895.  Salt  Lake 
city,  1895.    22^^.    p.  68-76.) 

312  U.  S.    Office  of  experiment  stations.    Report  of  irrigation  investi- 

gations in  Utah;  under  the  direction  of  Elwood  Mead, 
chief  of  Irrigation  investigations. 
Washington,  Govt,  print,  off.,  1903.    330  p.   front.,  illus., 
plates,  maps.    31^^.    (Its  Bulletin  no.  12^.) 

Contents. — General  discussion  of  irrigation  in  Utah,  by  R.  P. 
Teele. — Irrigation  from  Jordan  River,  by  R.  P.  Teele. — Irrigation 
in  Utah  Lake  drainage  system,  by  A.  P.  Stover. — The  Spanish 
Fork  River  irrigation  system,  by  Ai  F.  Doremus. — Irrigation  in 
Weber  Valley,  by  J.  D.  Stannard. — Agriculture  under  irrigation 
in  the  basin  of  Virgin  River,  by  Frank  Adams. — Court  adjudica- 
tions of  water  rights  on  Sevier  River,  by  Frank  Adams. — Appro- 
priations of  water  from  Logan  River,  by  G.  L.  Swendsen. 

"A  report  on  the  laws  and  customs  under  which  water  is  diverted, 
controlled  and  used  in  irrigation  in  Utah. " — Letter  of  submittal. 
4-1321  S21.E7,no.l24  S607.A14 

313  Utah.    Laws,  statutes,  etc.    The  compiled  laws  of  the  state  of 

Utah,  1907;  comp.,  annotated,  and  published  by  author- 
ity of  an  act  of  the  Legislature,  by  James  T.  Hammond, 
Grant  H.  Smith,  compilation  commissioners  .  .  . 
[Salt  Lake  City,  Press  of  Slcelton  puhlisJiing  co.,  ^1908.]  xxiv, 

1697  p.  27'"^. 

See  index  under  Canals,  Eminent  domain.  Irrigation  and  water 

rights.  Logs,  Rivers,  and  Streams. 
Also  see  Laws  of  1909  under  Irrigation,  Irrigation  districts,  and 
Water;  of  1911  under  Irrigation  and  Water  rights;  and  of  1913 
under  Canals,  Irrigation,  and  Water. 
The  Irrigation  law  of  1909  was  issued  separately  in  that  year. 
8-15765 
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VERMONT 

314  Billings,  Franklin  S.    The  rights  of  the  pubHc  in  water  powers. 

{In  Vermont.  Commission  on  the  conservation  of  natural  resources. 
Report,  1911-1912.    Rutland,  1912.    2A^^.    p.  27-29.) 

HC107.V5A6  1912 

VIRGINIA 

315  Henley,  R.  L.    Private  rights  in  public  waters  of  Virginia. 

Virginia  law  journal,  June,  1886,  v.  10:  321-329. 

WASHINGTON 

316  Mires,  Austin.    Irrigation  and  water  rights  in  the  state  of 

Washington. 

(Jn  Washington  state  bar  association.  Proceedings,  1897.  Olympia, 
1897.    22J«°i.    p.  140-155.) 

317  Washington  (State).   Laws,  statutes,  etc.    Irrigatio'n  laws  of 

the  state  of  Washington.    Comp.  and  pub.  by  I.  M. 
Howell,  secretary  of  state. 
Olympia,   Wash.,  E.  L.  Boardman,  public  printer,  1911. 
152  p.  23'"^. 

12-33120  HD1729.W2A4  1911 

318  Pierce's  code;  a  compilation  of  all  the  laws  in 

force  in  the  state  of  Washington,  including  the  session  of 
1911.    Annotated  .  .  .    Conap.   by  Frank  Pierce  .  .  . 
indexed  by  William  Baxter  France. 
Seattle,  Wasli.,  National  law  hooTc  company,  1912.    2308  p. 

See  index  under  Boom  companies,  Canal  companies,  Canals,  Emi- 
nent domain,  Irrigation,  Logs,  Lumbering,  Rivers  and  harbors, 
Water,  Water  companies,  Watercourses. 

Also  see  Session  laws  of  1913  under  Eminent  domain,  Irrigation, 
Water  ditches.  Waters,  and  Waterways. 
12-37702 

319  Williamson,  Ralph.    Water  laws  of  Washington  [abstract]. 

{In  Stevens,  John  C.  Water  powers  of  the  Cascade  range.  Part  I. 
Southern  Washington.  Washington,  D.  C,  1910.  23^^=^.  p. 
10-14.) 

U.  S.  Geological  survey.    Water-supply  paper  253.  TC423.8.S8 

WEST  VIRGINIA 

319a  Cornwell,  John  J.    The  utilization  of  the  state's  water 
powers. 

{In  West  Virginia  bar  association.  Proceedings,  1913.  "WT^eeling, 
1913.    23^=1.    p.  144-155.) 
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319b  West  Virginia.  Laws,  statutes,  etc.  The  code  of  West  Vir- 
ginia, 1906  ...  as  amended  by  legislation  to  and  includ- 
ing the  year  1905  and  notes  to  all  prior  laws  and  applicable 
decisions.  Conap.  by  members  of  the  editorial  staff  of  the 
National  reporter  system. 
St.  Paul,  Minn.,  West  puhlisMng  co.,  1906.    Jxxxvii,  2S36  p, 

A  Supplement  was  issued  in  1909. 

See  index  under  Canals  and  canal  companies,  Dams,  Eminent 
domain,  Logs  and  logging,  Mills,  Waters  and  watercourses. 
6-23993 

WISCONSIN 

320  Brown,  Neal.    In  the  matter  of  proposed  legislation  before  the 

Wisconsin  Legislature,  asserting  ownership  on  the  part  of 
the  state  to  the  water  powers  of  Wisconsin.  Argument 
in  behalf  of  water  power  owners. 
[Wausau,  Wis.,  Record-herald  press,  1909.]    cover-title,  67  p. 

Before  the  Joint  committee  on  forestry  of  the  Wisconsin  Legislature 
at  the  session  of  1909.  HD1694.W6B7 

 Supplemental  argument.    January,  1910. 

[Wausau,  Wis.,  Record-herald  press,  1910.]    63  p.  22^'^. 
Before  the  Committee  on  water  powers,  forestry  and  drainage. 
11-28170-1  HD1694.W6B8 

321  Gilmore,  Eugene  Allen.    Riparian  rights  in  Wisconsin.  Brief 

on  the  nature  and  scope  of  riparian  rights  in  Wisconsin 

and  limitations  thereon  growing  out  of  the  public  nature 

of  the  water.    December,  1909. 

Washington,  Govt,  print,  off.,  1910.    66  p.    23^"^.  {61st 

Cong.,  2d  sess.    Senate.    Doc.  44^-)  5659 
10-35695  HD1694.W6G4 

322   The  water  power  situation  in  Wisconsin. 

American  economic  review,  Sept.  1912,  Jfii  ser.,  v.  2:  714-719, 

HBl.A6,4th  ser.,v.2 

323  Grifl&th,  E.  M.    The  conservation  of  the  forests  and  water 

powers  of  Wisconsin. 
Western  society  of  engineers.    Journal,  Oct.  1908,  v.  13:  617- 
624. 

Discussion:  p.  624-631.  TAl.W52,v.l3 

324  Hambrecht,  George  P.    The  relation  of  the  United  States, 

state,  and  of  the  individual  to  the  navigable  waters  of  the 
state  of  Wisconsin. 

(In  Wisconsin.    Legislature .    Report  of  Committee  on  water  powers, 

forestry  and  drainage,  1910.    Madison,  1911.    23°™.    pt.  1,  p. 

335-372.)  HD1694.W6A3  1910,pt.l 
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325  Hambrecht,  Geojge  P.    To  what  extent  has  Congress  or  the 

state  legislature  power  to  authorize  the  interference  with, 
or  obstruction  of,  navigation  in  navigable  streams? 

{In  Wisconsin.    Legislature.    Report  of  Committee  on  water  powers, 

forestry  and  drainage,  1910.    Madison,  1911.    23^™.    pt.  1,  p. 

455-470.)  HD1694.W6A3  1910,pt.l 

326  [Hooper,  Moses.]    Title  to  water  powers  of  navigable  rivers  in 

Wisconsin.    Do  they  belong  to  the  state  or  the  riparian  ? 
Revised  brief  in  behalf  of  the  riparian  claim. 
Oshkosh,  Castle-Pierce  'press  [19109]    cover-title,  1  I.,  83, 
[1]  p.  25^"^. 

Signed:  Moses  Hooper. 
12-29022  HD1694.W6H6 

327  Wisconsin.    Laws,  statutes,  etc.    A  compilation  of  laws  affect- 

ing the  regulation  of  public  utilities  (including  water 
powers)  1907-1911.    Pub.  by  the  Railroad  commission 
of  Wisconsin.    August,  1911. 
Madison,  Wis.,  Democrat  printing  co.,  state  printer,  1911. 
110  p.  23'"^. 

The  Water  powers  act  of  1911  was  declared  unconstitutionaL  See 
nos.  331,332. 

12-33188  HD2767.W63  1911 

327a  Wisconsin  statutes  of  1898,  enacted  at  the  ad- 
journed session  of  the  Legislature  commencing  August  17, 
1897,  and  approved  August  20,  1897.  In  effect  Septem- 
ber 1,  1898.  Ed.  and  annotated  by  Arthur  L.  Sanborn 
and  John  R.  Berryman.  Printed  and  published  pursuant 
to  chapter  306,  laws  of  1895,  and  chapter  379,  laws  of  1897. 
Chicago,  CallagJian  and  company,  1898.  2  v.  forms.  {1  fold.) 
26^"^. 

Paged  continuously. 

See  index  under  Booms,  Canals,  Cranberry  lands,  Dams,  Eminent 
domain,  Flowage,  Lakes,  Logs  and  timber,  Milldams  and  mills, 
Rafts,  Riparian  rights,  Rivers,  Water  and  watercourses,  Water- 
courses. 
6-41285 

327b  Supplement  to  the  Wisconsin  statutes  of  1898, 

containing  all  general  laws  enacted  at  the  regular  sessions 
of  1899,  1901,  1903,  1905,  and  the  special  session  of  1905. 
Annotated  .  .  .  ed.  by  Arthur  L.  Sanborn  and  John  B. 
Sanborn. 

Cliicago,  '  CallagJian  <&  company,  1906.    xii,  1^51  p.  fold^ 
■     form.  26^'^. 

See  index  under  Canals,  Dams,  Eminent  domain,  Flowing  lands. 

Lakes,  Logs,  Riparian  rights,  Rivers,  Watercourses. 
Also  see  laws  of  1907  under  Dams,  Riparian  rights,  Streams,  and 
Waters;  of  1909  under  Water  and  water  power;  of  1911  under 
Dams,  Milldams,  and  Water  powers. 
6-41284" 
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328  Wisconsin.  Legislature.   Committee  on  water  jpowerSj  forestry  and 

drainage.  Report  of  Senators  Paul  O.  Husting  and  Henry 
Krumrey,  members  of  special  legislative  committee  ap- 
pointed to  investigate  and  to  recommend  legislation  relat- 
ing to  water  powers,  forestry  and  drainage.  Made  to  the 
governor  January  24,  1910. 
Madison,  Wis.,  Democrat  sprinting  company,  state  printer, 
1910.    60  p.    diagrs.  23^"^. 

Minority  report.    "Proposed  bills":  p.  43-57. 

10-  33156  TC24.W6A5  1910 

329   Report   of  the  Committee  on  water 

powers,  forestry,  and  drainage  of  the  Wisconsin  Legisla- 
ture, 1910. 

Madison,  Democrat  printing  company,  state  printer,  1911. 
2  v.in  1.    fold.  taUes,  charts  {partly  fold.)  23<^'^. 
Paged  continuously. 

Majority  report.    Submitted  December  30,  1910. 

11-  33087       '  HD1694.W6A3  1910 

330  Railroad  commission.    Uniform  classification  of  ac- 
counts for  water  utilities  prescribed  [by]  the  Railroad 
commission  of  Wisconsin,  December,  1908.    2d  ed. 
Madison,  1911.    I4O  p.  23'^. 

' '  Reprint  of  the  text  of  instruction  relating  to  the  uniform  classifica- 
tion of  accounts  for  water  utilities  as  prescribed  by  the  Railroad 
commission  and  issued  April  8,  1909." — p.  5. 

12-  33190  HF5686.W3W7 

331    Supreme  court.    Opinion  of  Supreme  court  of  Wiscon- 

sin on  Water  powers  act  with  preface  and  appendix. 
Pub.  by  Wisconsin  water  power  association. 
[Madison?  1912.]    cover-title,  36  p.  22^"^. 
See  nos.  327,  332. 

12-17995  HD1694.W6A4  1912 

332*  •   State  ex  rel.  Wausau  street  ry.  co.  et  al.  vs. 

Attorney  general  et  al.    Briefs  in  case  involving  constitu- 
tionality of  Wisconsin  water  power  law  of  1911. 
9  pts.  1911. 

WYOMING 

333  Johnston,  Clarence  Thomas.    Wyoming's  irrigation  law.  [By 
Clarence  T.  Johnston,  state  engineer.] 
CJieyenne,  Wyo.,  Leader  puhlisJiing  company,  [190^].  cover- 
title,  8  p.    17  X  Si'"^. 

OA  8-786  HD1729.W8J6 

*  Not  in  Library  of  Congress. 
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334  Mead,  Elwood.    Water-right  problems  of  the  Bighorn  Moun- 

tains. 

Washington,  Govt,  sprint,  off.,  1899.    62  p.    illus.,  vii  pi. 
23cm^    (^U^      geological  survey.    Water-supply  and  irri- 
gation paper  no.  23.)  S607.Al8,no.23 
5-4633  S611.M48 

335  U.  S.    Office  of  experiment  stations.    Irrigation  laws  of  the  North- 

west territories  of  Canada  and  Wyoming. 
Washington,  Govt,  print,  off.,  1901.    90  p.    23^'^.    (Its  Bul- 
letin, no.  96.)  S21.E7,no.96 

336  Wyoming.    Laws,  statutes,  etc.    The  irrigation  laws  of  Wyo- 

ming, codified  from  the  Kevised  statutes  of  1899  and  ses- 
sion laws  of  1901,  1903,  1905,  1907  and  1909.  May,  1909. 
Prepared  for  publication  in  the  ofiice  of  the  state  engineer, 
Cheyenne,  Wyoming,  and  pub.  for  the  convenience  of 
irrigators,  engineers  and  attorneys. 
Cheyenne,  Wyo.,  The  S.  A.  Bristol  co.,  printers,  1909.    102  p. 

£3  cm 

10-  33253  HD1729.W8A4  1909 

337   Irrigation  laws  of  the  state  of  Wyoming;  codi- 
fied from  the  Compiled  laws  of  Wyoming,  1910;  prepared 
for  publication  in  the  office  of  the  state  engineer,  Chey- 
enne, Wyoming,  and  pub.  for  the  convenience  of  irriga- 
tors, engineers  and  attorneys. 

Laramie,  Wyo.,  The  Laramie  Bepublican  company,  printers, 
1910.    73  p.  25^"^. 

GS12-660  HD1729.W8A4  1910 

337a  Wyoming  compiled  statutes,  annotated,  1910 

.  .  .    Rev.,  comp.,  and  annotated  by  William  E.  Mullen, 
attorney  general. 
Laramie,   Wyo.,   The  Laramie  republican  company,  1910. 
1696  p.  26^'^. 

See  index  under  Booms,  Boundaries,  Dams,  Eminent  domain,  Irri- 
gation, Irrigation  construction,  districts,  works,  Streams,  Water, 
Water  commissioners,  and  Water  rights. 

Also  see  Session  laws  of  1911  under  Irrigation  district  and  of  1913 
under  Water. 

11-  14725 
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ARGENTINA 

338  Escalera  y  Zubiria,  Gualberto.    Informe  sobre  la  propiedad  de 

las  riberas  e  islas  del  Rio  Parana,  presentado  al  excmo. 
gobierno  de  la  nacion.    Rosario  de  Santa  Fe.  1889. 
Buenos  Aires,  Imprenta''Sud  America'^  [1889].  157  p.  26^'^- 

8-  37306  HD1698.A7E8 

AUSTRIA 

339  Austria.    Laws,  statutes,  etc.    Gesetze  und  Verordnungen  iiber 

das  Wasserrecht  fiir  Oesterreich  unter  der  Enns.    Mit  den 
einschlagigen  Entscheidungen  des  Reichsgerichtes,  des 
Obersten  Gerichtshofes,  des  Verwaltungsgerichtshofes  und 
der  Ministerien. 
Wien,    Manz^sche   Ic.   Ic.   Hofverlags-  u.  Universitdts-huch- 

Jiandlung,  1886.    iv,  [2],  187,  [1]  p.    fold.  pi.  16i<^'^. 
''Quellen":  p.  [1]. 

9-  34969  HD1697.A95A6  1886 

340  Bohemia.    Laws,  statutes,  etc.    Das  Wasserrechts-gesetz  fiir  das 

Konigreich  Bohmen,  erganzt  durch  die  einschlagigen 
Gesetze  und  Verordnungen  .  .  .  Kommentiert  und  mit 
der  gesamten  Judikatur  des  Verwaltungsgerichtshofes  bis 
September  1910  und  des  Obersten  Gerichtshofes,  sowie 
mit  erschopfenden  Registern  versehen,  von  D''-  Josef 
Zalud  ...  3.  ganzlich  umgearb.  und  erheblich  verm. 
Aufl.  .  .  . 

Prag,  Hofer  S  Kloucelc,  1911.    2  v.  19^'^, 
12-22643 

341  Oelwein,  Artur.    Das  neuer  Wasserrechtsgesetz. 

OsterreicJiiscJier  Ingenieur-  und  ArcJiiteJcten-Vereins.  Zeit- 
scJirift,  July  6,  1912,  v.  6^:  424-4.25.  TA3.03,v.64 

342  Randa,  Anton,  ritter  von.    Das  osterreichische  Wasserrecht  mit 

Bezug  auf  die  ungarische  und  auslandische  Wassergesetz- 
gebungen.    3.  umgearb.  und  verm.  Aufl. 
Prag,  F.  Rivndc,  1891.    4  p.  l,  210,  [2]  p. 
"Literatur":  p.  1-3. 
12-9327 
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BELGIUM 

343*  Prate,  Jacques.    Droit  d'eau  et  de  vent  en  Flandre,  en  Hainaut 
et  en  Cambresis. 
Lille,  Lefehvre-Ducrocq,  1910.    294  V- 

Regime  particulier  des  moudins  en  Flandre. 

344  Smeesters,  Constant.    Droit  maritime  et  droit  fluvial,  com- 

mentaire  de  la  legislation,  de  la  jurisprudence,  et  des 
usages  applicables  a  la  navigation  maritime  et  a  la  navi- 
gation interieure  .  .  . 
Bruxelles,  Veuve  F.  Larder,  1911-1912.    2  v.  26^'^- 

 Supplement. 

Bruxelles,  Veuve  F.  Larcier,  1912.    327  p.  incl.  2  fold,  forms, 
9  pi.  25^'^. 
11-26822 

BRAZIL 

345  Valladao,  Alfredo.    Bases  para  o  codigo  das  aguas  da  republica. 

Rio  de  Janeiro,  Imprensa  nacional,  1907.    84  p-    23 - 
9-341  HD1698.B7V2 

CHILE 

346  Gallo,  A[njel]  C[ustodio].    Lejislacion  de  aguas,  estudio  pre- 

sentado  al  Congreso  de  agricultores. 
Santiago,  Impr.  FranUin,  1875.    133  p.,  1  I.  22^"^. 

7-  9340  TD244.S2G2 

347  Gonzalez,  Pedro  Luis.    La  concesion  i  distribucion  de  las  aguas 

en  los  aprovechamientos  agricolas  i  fabriles;  conferencia 
dada  en  la  universidad  del  estado  a  nombre  de  las  socie- 
dades  nacionales  de  agricultura,  de  mineria  i  de  fomento 
fabril  el  28  de  julio  de  1902. 

Santiago  de  Chile,  Imprenta  Cervantes,  1902.    16  p.  25^'^. 
5-38822  S611.G64 

CUBA 

348  Spain.    Laws,  statutes,  etc.    Translation.    The  law  of  waters  in 

force  in  the  island  of  Cuba.  [By  the  U.  S.]  Division  of 
customs  and  insular  affairs.  War  department.  May, 
1900. 

WasJiington,  GovH  print,  off.,  1900.    53  p.  23^'^. 
Royal  decree  issued  Jan.  9,  1891. 
1-19793  S611.S73 

EGYPT 

349  Egypt.    Laws,  statutes,  etc.    The  Egyptian  canal  act. 

Cairo,  National  printing  office,  1890.    25  p.  24^'^- 
At  head  of  title:  Public  works  department. 

8-  16809  HD1741.E3A5 
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350  Egypt.    Laws,  statutes,  etc.    Loi  sur  les  digues  et  canaux. 
Decret. 

Le  Caire,  Imprimerie  nationale,  1894.    26  p.  23^^"'- 
''Traduction":  p.  26. 

8-  13515  HD1741.E3A6 

351  Loi  sur  les  digues  et  canaux.  Decret. 

Le  Caire,  Imprimerie  nationale,  1910.    28  p.  2^^'^- 

12-20541  HD1741.E3A6 

352  Johnston,  Clarence  T.    Egyptian  irrigation:  a  study  of  irriga- 

tion methods  and  administration  in  Egypt. 
Washington,Govt.  print,  off.,  1903,  lOOp.  front.2Ji.pl.  ^4^^. 
{U.  S.  Dept.  of  agriculture.    Office  of  experiment  stations. 
Bulletin  no.  130.) 

Translation  of  laws,  p.  83-100.  S21.  E7,  no.  130 

FRANCE 

353  Baratoux,  J[ules].    De  la  delimitation  du  domaine  publique 

maritime  et  fluvial  .  .  . 
Paris,  A.  Rousseaux,  1902.    xiii,  200  p.  25^'^'^. 
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London,  Sweet  <&  Maxwell,  ltd.,  [etc.,  etc.,  1906-09.]    15  v. 

25^'^'^. 

Editors:  A.  Wood  Renton'and  Max.  A.  Robertson. 
Annual  supplements  are  issued. 
See  under  Canals,  Rivers,  Watercourse,  Waterway. 
6-36644 


*  Not  in  Library  of  Congress. 


72  LIBEAKY  OF  CONGRESS 

405  Ferguson,  James.    The  law  of  water  and  water  rights  in  Scot- 

land. 

Edinburgh,  W.  Green  <&  sons,  1907.    xxxvi,  1015  p.  26^^^. 

8-  19108 

406  Fitzgerald,  J[ohn]  V[esey]  Vesey.    The  law  affecting  the  pollu- 

tion of  rivers  and  water  generally. 
London,  KnigJit  <&  co.,  1902.    xvi,  175  p.  22^'"'^. 

''Table  of  cases  cited":  p.  vii-xvi. 
3-15164 

407  Gale,  Charles  James.    A  treatise  on  the  law  of  easements  .  .  . 

The  8th  ed.,  by  Raymond  Roope  Reeve. 
London,  Sweet  arid  Maxwell,  ltd.,  1908.    xxvii,  [1],  660  p. 
25^"^- 

See  section  on  Rights  to  water. 

The  Library  of  Congress  has  also  the  7th  edition,  London,  1899. 

9-  5185 

408  Goddard,  John  Leybourn.    A  treatise  on  the  law  of  easements  . . . 

7th  ed.  by  the  author  and  Noel  Leybourn  Goddard. 
London,  Stevens  and  sons,  limited,  1910.  xxxvi,  635  p.  22\^^. 
See  sections  on  Water. 

The  Library  of  Congress  has  also  the  Boston  edition  of  1880,  and  the 
London  edition  of  1896. 
11-1052 

409  Gt.  Brit.    Parliament.    Joint  select  committee  on  Water  supplies 

{protection)  hill.  Report  from  the  Joint  select  committee 
on  the  Water  supplies  (protection)  bill  <  H.  L.  >  together 
with  the  proceedings  of  the  committee,  minutes  of  evi- 
dence, and  appendices. 
London,  Printed  for  H.  M\  Stationery  off.,  hy  Wyman  and 
sons,  limited,  1910.  xviii,  279  p.  SSY^.  {[Parliament, 
1910.    H.  ofL.    Papers  and  hills,  no.]  108.) 

Ordered  printed  July  18,  1910. 
13-992  TD257.A5  1910 

410  Haworth,  C.  J.    The  statute  law  relating  to  rivers  pollution. 

Ijondon,  Stevens  <&  sons,  1906.    191  p. 

411  Higgins,  Clement.    A  treatise  on  the  law  relating  to  the  pollu- 

tion &  obstruction  of  watercourses;  together  with  a  brief 
summary  of  the  various  sources  of  rivers  pollution. 
Lovdon,  Stevens  and  Haynes,  1877.    xi,  228  pp.  23^ 
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412  Hunt,  Arthur  Joseph.    The  law  of  boundaries  &  fences  in  rela- 

tion to  the  seashore  and  sea-bed;  public  and  private 
rivers  and  lakes;  private  properties;  mines;  railways; 
highways;  canals;  waterworks;  parishes  and  counties; 
church  lands;  inclosed  lands;  roads,  etc.  .  .  .  5th  ed. 
by  Henry  Stephen. 
London,  Butterworth  &  co.,  1904.    xxxix,  [1],  273,  ^1,  [l]  p. 

4-32060 

413  Innes,  L[ewis]  C[harles].    A  digest  of  the  law  of  easements. 

7th  ed.  f 

London,  Stevens  and  sons,  limited,  1903.    xx,  1^2  f.  21^'^. 
See  section  on  Water. 
4-32024 

414  Lanarkshire,  Scotland.  County  council.  Report  on  the  ad- 
ministration of  the  Rivers  pollution  prevention  acts.  By 
the  county  medical  officer.  1903. 

Glasgow,  Printed  hy  B.  Anderson,  [1903].  vi  p.,  1  I.,  160  p. 
plates,  3  fold,  maps,  plans  (partly  fold.)  diagrs.  {partly 
foU.)  24Y^. 

John  T,  Wilson,  county  medical  officer. 
9-9333  TD261.L2 

414a  The  laws  of  England,  being  a  complete  statement  of  the  whole 
law  of  England.    By  the  Right  Honourable  the  Earl  of 
Halsbury  .  .  .    And  other  lawyers. 
London,  Butterworth  cfc  co.,  1907-1913.    v.  1-25.  front. 
.    {port.)  26'^'^. 

"A  series  of  treatises  on  every  branch  of  the  law  by  experts  in  each 

particular  branch. ' ' 
Easements  and  profits  a  prendre,    v.  11,  p.  233-348.    Water,  p. 
310-319. 

Fisheries,    v.  14,  p.  569-641.    Private  fisheries,  p.  577-591. 
Railways  and  canals,    v.  23,  p.  619-794.  .  Canals,  p.  779-793. 
Waters  and  watercourses.    Volume  not  yet  pub. 
7-41050 

415  Michael,  William  Henry.    Michael  &  Will  on  the  law  relating 

to  gas  and  water.    6th  ed.    By  Joshua  Scholefield. 
London  [etc.]  Butterworth  c&  co.,  1911.    cii,  1260,  94,  [1]  P- 

11-31821 

416  Moore,  Stuart  Archibald.    A  history  of  the  foreshore  and  the 

law  relating  thereto.    With  a  hitherto  unpublished  treatise 
by  Lord  Hale,  Lord  Hale's    De  jure  maris     and  Hall's 
Essay  on  the  rights  of  the  crown  in  the  sea-shore.    3d  ed., 
with  notes,  and  an  appendix  relating  to  fisheries. 
London,  Stevens  <&  Haynes,  1888.    liv,  {2),  984  V- 
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417  Moore,  Stuart  Archibald  and  Hubert  Stuart  Moore.    The  his- 

tory and  law  of  fisheries. 
London,  Stevens  and  Haynes,  1903.    xliii,  44^  V-  25^^- 
3-17698  SH327.G7M7 

418  Rundall,  Sir  H.  M.  Leslie.    A  system  of  national  water  regula- 

tion necessary  in  regard  to  supply,  floods,  drainage,  and 
transit. 

Society  of  arts.    Journal,  Mar.  H,  1884,  '^^  ^2:  377-392. 

Discussion:  p.  392-395.  Tl.S64,v.32 

419  Will,  J.  Shiress.    British  law  in  regard  to  underground  water. 

Engineering  news,  Bee.  6,  1900,  v.  44:  383-384. 

Abstract  from  the  Iron  and  coal  trades  review  of  a  paper  read  before 
the  Surveyors'  institution.  TAl.E6,v.44 

GREAT  BRITAIN  COLONIES 
AUSTRALIA 

419a  New  South  Wales.    Laws,  statutes,  etc.    The  statutes  of  New 
South  Wales  (of  practical  utility). 
Sydney,  The  Law  book  company  of  Australasia,  limited, 
[etc.,  etc.]  1898-1912. 
8  V.  24i«'°i. 

Vol.  0-6  comp.  by  H.  M.  Cockshott  and  S.  Ernest  Lamb;  vol.  7-8 

comp.  by  H.  M.  Cockshott. 
See  indexes:  v.  1,  under  Water  rights;  v.  6,  under  Hay  irrigation 
[i.  e.  land  district  of  Hay];  Water  and  drainage,  Water  rates  and 
Water  rights;  v.  7,  under  Water  and  drainage  and  Artesian  wells. 
13-1568 

420  Victoria,  Australia.    Laws,  statutes,  etc.    [Drainage  areas  act, 

1898.]    An  act  to  provide  for  the  drainage  of  land.   <  19th 
December,  1898.  > 
[Melbourne,  R.  S.  Brain,  government  printer,  1898.]    13  p. 
29  X  22^'"^. 

Pages  numbered  also  141-153. 

Bound  with  this  are  two  amending  acts,  of  Dec.  12,  1905  and  Oct. 
9,  1906. 

 [Drainage  areas  act  1905.]    An  act  to  amend 

the  Drainage  areas  act  1898.    <12th  December  1905.  > 
[Melbourne,  R.  S.  Brain,  government  printer,  1905.]      2  p. 
29  X  22^"^. 

Pages  numbered  also  211-212. 

 [Drainage  areas  act  1906.]    An  act  to  amend 

the  Drainage  areas  act  1905.    <9th  October  1906.  > 

[Melbourne,  J.  Kemp,  acting  government  printer,  1906.]    3  p. 

29  X  22 Y"". 

Pages  numbered  also  39-41. 
CA  10-5093-5  HD1683.A88A3 
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422  Victoria,  Australia.  Laws,  statutes,  etc.  [Water  act,  1905.] 
An  act  to  consolidate  and  amend  the  laws  relating  to  the 
conservation  and  supply  of  water,  to  declare  the  law 
relating  to  certain  rights  in  natural  waters  the  property 
in  the  beds  and  banks  containing  the  same  and  for  other 
purposes.  <  12th  December,  1905.  > 
[Melbourne,  R.  S.  Brain,  government  printer,  1905.]  xx,  136 
p.    27i  X  22^"^. 

*    Pages  numbered  also  505-660. 

Amended  by  Water  act  of  1909,  9  Edw.  vii,  no.  2226. 
CA  10-4382  HD1698.A88A5  1905 

CANADA 

424  [Anderson,  George  G.]    Return  .  .  .    Report  on  the  Treaty 

with  the  United  States  relating  to  boundary  waters  and 
questions  arising  along  the  boundary  between  Canada  and 
the  United  States,  signed  at  Washington,  January  11, 
1909. 

[Ottawa,  1910.]    86  p.    25'^'^.    {[Canada.   Parliament.]  Ses- 
sional paper  no.  19e,  A1910.) 

Report  by  George  G.  Anderson,  consulting  engineer,  addressed  to 
W.  F.  King,  chief  astronomer. 
11-18302  HD1694.A2  1910 

425  British  Columbia.    Laws,  statutes,  etc.    The  revised  statutes 

of  British  Columbia,  1897;  being  a  consolidation  and 
revision  of  the  statutes  applicable  to  British  Columbia, 
and  within  the  power  of  the  legislature  to  enact.  .  .  . 
Published  by  authority. 
Victoria,  B.  C,  Printed  hy  R.  Wolfenden,  1897.  2  v. 
illus.  26^"^. 

Text  paged  continuously,  indexes  paged  separately. 

See  index  under  Drainage,  dyking  and  irrigation,  Rivers  and  streams. 
Water  clauses  consolidation. 

Also  see  Statutes  [sessional]  of  1898  under  Public  dyking  act ;  of  1899 
under  Dyking,  public,  and  Water  clauses  consolidation  act;  of 
1900  under  latter;  of  1901  under  Drainage,  dyking  and  irrigation 
act;  of  1903  under  Water  courses  obstruction ;  of  1903-04  under 
Water  clauses  consolidation  act;  of  1905  under  Dyking  assessments 
adjustment  act  and  Water  clauses  consolidation  act;  of  1906,  under 
latter;  of  1907  under  Dyking  assessments  adjustment  act;  of  1908 
under  Water  clauses  consolidation  act;  of  1909  under  Water  act; 
of  1910  under  Dyking  assessments  adjustment  amendment  and 
Water  amendment;  of  1911  under  Water  amendment;  of  1912 
under  Dyking  assessments  amendment  and  Water  amendment;  of 
1913  under  Drainage,  dyking  and  irrigation  and  Water  amendment. 

3-9166 
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426  Canada.    Commission  of  conservation.    Water-powers  of  Can- 

ada, by  Leo  G.  Denis  and  Arthur  V.  White. 
Ottawa,  The  Mortimer  co.,  ltd.,  1911.    5  p.  I.,  6-897  p. 
plates,  maps  (partly  fold.)  diagrs.  25^^. 

Clifford  Sifton,  chairman. 

Bibliography:  p.  [347]-376. 

Appendices:    Boundary  water  treaty  of  1909. — Bed  of  navigable 
waters  act,  Ontario. — Electricity  and  fluid  exportation  act,  Can- 
ada.— Regulations  under  the  Electricity  and  fluid  exportation 
act. — Form  of  license  to  export  power,  Canada. 
12-6832  HD1696.C2A6  1911 

427    Dept.  of  the  secretary  of  state.    Return  to  an  order  of  the 

House  of  commons,  dated  the  26th  March,  1906,  for  a 
statement  containing  .  .  .  information  concerning  the 
water  powers  in  the  possession  and  under  the  control  of 
the  Dominion  government  .  .  . 

[Ottawa?  1908.]    36  p.    ^5^^.    {[Parliament.]    1908.  Ses- 
sional paper  no.  116.) 

9-14983  HD1696.C2A6  1908 

428    Laws,  statutes,  etc.    The  revised  statutes  of  Canada, 

1906. 

Ottawa,  Samuel  Edward  Dawson,  Law  printer  to  the  King, 

1906.    4v.  25Y'^' 

See  under  Expropriation  by  government  and  Irrigation. 
Also  see  Public  general  acts  of  7  and  8  Edw.  vii,  1907-08  and  9  and  10 
Edw.  VII,  1909-10,  under  Irrigation. 

429  Clarke,  Alfred  Henry,  and  Edward  I.  Scully.    Reports  of  the 

decisions  of  the  referees  appointed  for  the  purpose  of  the 
drainage  laws,  and  of  the  Court  of  appeal  for  Ontario,  in 
cases  where  the  referees'  decisions  have  been  appealed 
from,  as  well  as  of  some  other  important  decisions  of  the 
courts  relative  to  the  drainage  laws.  And  including 
The  municipal  drainage  act  "  (R.  S.  O.  1897,  chapter 
226)  and  The  ditches,  and  watercourses  act  "  (R.  S.  O. 
1897,  chapter  285),  annotated,  with  the  names  of  the 
cases  bearing  upon  them,  reported  in  this  volume.  With 
a  table  of  the  names  of  the  cases  reported,  a  table  of  the  * 
names  of  the  cases  cited  and  a  digest  of  the  principal 
matters. 

Windsor,  Echo  printing  co.,  [etc.,  etc.]  1898-1903.    2  v.  22^"^. 
Title  varies. 
5-31357 

430  Monk,  F.  D.    Conservation  of  water  powers  of  Canada. 

Canadian  electrical  news,  Dec.  1910,  n.  s.,  v.  19:  36-39. 

TKl.E369,n.s.,v.l9 
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431  Murray,  T.  Aird.    The  prevention  of  the  pollution  of  Canadian 

surface  waters. 

Ottawa,  Pnnted  by  Lowe- Martin  company,  limited,  1912. 
24  p.  23¥'^. 

Commission  of  conservation  .  .  . 

Reprint  of  a  series  of  three  articles  which  were  pub.  in  the  Toronto 
globe  Dec.  30,  1911,  and  January,  1912. 
12-18714  TD425.M8 

432  Northwest  Territories,   Canada.    Laws,   statutes,   etc.  The 

ordinances  of  the  Xorth-west  Territories:  beins:  an  official 
consolidation  of  the  ordinances  of  the  North-west  Terri- 
tories in  force  on  August  31st,  1905  .  .  .  Comp.  in  the 
Department  of  the  attorney  general  of  the  province  of 
Alberta  at  Edmonton. 
Edmonton,  J.  E.  Richards,  government  printer,  1907.  xxxiii, 
I4O0  p.  26Y'^. 

Chap.  74.  An  ordinance  respecting  irrigation  districts:"  p.  820-847. 
9-26713 

433  Ontario.    Laws,  statutes,  etc.    The  drainage  acts,  Ontario.  An 

annotation  of  the  Municipal  drainage  act,  R.  S.  O.  1897, 
C.  226,  and  of  the  Ditches  and  watercourses  act,  R.  S.  O. 
1897,  C.  285,  and  amending  acts,  together  with  the  Rules 
of  practice  before  the  Drainage  referees,  and  an  Appendix 
of  statutes,  containing  the  Land  drainage  act,  Manitoba, 
and  the  draining  and  dyking  sections  of  the  Municipal 
clauses  act,  British  Columbia.  By  Frank  B.  Proctor  .  .  . 
Toronto,  A.  Poole  <&  co.,  1908.  xiv,  373  p.  23'"^. 
8-31996 

434  Tawney,  James  A.    Our  Canadian  border  problem.  Arbitrat- 

ing the  tangled  water-rights  where  the  river  systems  of  a 
continent  come  together. 
Independent,  Apr.  17,  1913,  v.  74-'  853-856.  AP2.i53,v.74 

435  White,  Arthur  V.    Instructions  relating  to  the  gathering  of  cer- 

tain preliminary  information  respecting  water-powers. 
Prepared  by  Arthur  V.  TMiite.  Commission  of  conserva- 
tion, Canada. 

Ottawa,  1912.    31  p.    iUus.  26"'^. 

12-29070  TC409.W5 

INDIA 

436  Bengal  {Province).    Laws,  statutes,  etc.    The  acts  passed  by  the 

Lieut. -Governor  of  Bengal  in  Council  in  the  year  1876. 
Calcutta,  Bengal   secretariat  press,    1877.    2  p.  I.,  Ixxii, 
427  p.  24^"^. 

"The  Bengal  irrigation  act.  1876":  p.  27-61. 
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437  Bombay  {Presidency).    Laws,  statutes,  etc.    The  Bombay  code 

...    Ed.  3. 

Calcutta,  Office  of  tJie  supt.  of  govt,  printing,  India,  1907- 

1909.    4v.  26^"^. 

''The  Bombay  irrigation  act,  1879":  v.  2,  p.  749-772. 

438  India.    Laws,  statutes,  etc.    A  collection  of  the  acts  passed  by 

the  Governor  General  of  India  in  Council  in  the  year  1873. 
Calcutta,  Office  of  supt.  of  government  printing,  1874.  V- 

"Northern  India  canal  and  drainage  act,  1873":  p.  47-81. 
NEW  ZEALAND 

439  New  Zealand.    Laws,  statutes,  etc.    The  consolidated  statutes  of 

the  Dominion  of  New  Zealand  .  .  .  1908  .  .  . 
Wellington,  Printed  under  tJie  authority  of  the  New  Zealand 
govH.  hy  John  Maclcay,  govH.  printer,  1908.    5  v.  28^^. 
See  index  under  Public  works  act,  River  boards  act.  Timber  floating 
act  and  Water  supply  act. 

440   [The  Land  drainage  act,  1904.  An  act  to  con- 
solidate and  amend  the  law  relating  to  the  drainage  of 
land.    18th  October,  1904.] 

[Wellington,  J.  Maclcay,  government  printer,  1904]  V* 
28i  X  22'^'^. 

10-7861  TC978.N4A5  1904 

441  [The  water-supply  act,  1891.    An  act  to  enable 

county  councils,  and,  in  certain  cases,  road  boards,  to  con- 
struct and  maintain  works  for  water-supply,  and  to  make 
provision  for  the  cost  thereof.    24th  September,  1891.] 
[Wellington,  G.  Didshury,  government  printer,  1891.]    22  p. 
28  X  22^^"^. 

Also  in.  Statutes  ...  by  Wilfred  Badger  ...  v.  2,  p.  1439-1450. 
CA  10-4381  HD1698.A83A5  1891 

442   [The  water-supply  act  amendment  act,  1894. 

An  act  to  amend  The  water-supply  act,  1891."  18th 
October,  1894.] 

Wellington,   8.    Costall,   government  printer,   1894.    2  p, 
28i  X  22'"^. 

CA  10-4597  HD1698.A83A5  1894 

443   [The  water-supply  act  amendment  act,  1898. 

An  act  to  further  amend  The  water-supply  act,  1891." 
28th  October,  1898.] 

[Wellington,  J.  Maclcay,  government  printer,  1898.]    8  p. 
27i  X  22'^^. 

CA  10-4596  HD1698.A83A6  1898 
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444  New  Zealand.    Laws,  statutes,  etc.     [The  water-supply  act, 

1904.    An  act  to  amend    The  water-supply  act,  1891.'' 
26th  October  1904.] 
[Wellington,  J,  Mackay,  government  printer,  1904.]    ^  V- 

CA  10-45^^5  HD1698.A83A5  1904 

SOUTH  AFRICA 

445  Blaine,  Herbert  F.    Water  rights  [in  South  Africa]. 

Cape  law  journal,  1885,  v.  2:  1-11. 

446  Juta,  Sir  H.  H.    Water  rights  under  the  coramon  law  and  the 

irrigation  act. 
Cape  Town,  Juta  d)  co.,  1907.    295  p. 

ITALY 

■\ 

447  Cavalleri,  Danzio.    La  legislazione  sulle  acque:  parte  1^.  Le 

acque  pubbliche;  parte  2*.  Le  acque  private. 
Milano,   TJ.  Hoepli,  1902.    xiii  p.,  1  I.,  274  V-  15^"^, 
(Manuali  Hoepli.) 

"Bibliografia":  p.  [2.] 
2-28350 

448  Enciclopedia  giuridica  italiana;  esposizione  ordinata  e  com- 

pleta  dello  stato  e  degli  ultimi  progressi  della  scienza,  della 
legislazione  e  della  giurisprudenza  del  diritto  civile,  com- 
raerciale,  penale,  pubblico,  giudiziario,  costituzionale, 
amministrativo,  internazionale,  ecclesiastico,  economico 
.  .  .  sotto  la  direzione  di  Pasquale  Stanislao  Mancini,  vice 
direttore  Errico  Pessina. 
Milano,  L.  Vallardi,  I884-I914.  29^^. 

Issued  in  parts,  irregularly.    See  title,  "Acque." 
5-7472 

449  Gianzana,  Sebastiano.    La  teorica  delle  acque  private,  con- 

tenente  la  interpretazione  e  coniniento  di  tutti  gli  articoli 
del  Codice  civile  e  delle  leggi  speciali  che  si  riferiscono  alia 
materia  e  sotto  ogni  articolo  i  motivi  del  Codice  italiano, 
del  Codice  Albertino  ed  i  capitoli  dell'  opera  Du  regime 
des  eaux,  di  Giovanetti  .  .  .  continuata  dall'  avvocato 
Pietro  Gianzana  .  .  . 
Torino  [etc.]  Unione  tipograiico-editrice,  1884-1900.  2  v. 
inl.  31^'^. 

"Estratto  dal  Digesto  italiano  pubblicato  dall'  Unione  tipografico- 

editrice  torinese." 
"Bibliografia":  pt.  1,  p.  411-412;  pt.  2,  p.  3-4. 
11-21622 


80  LIBKARY  OF  CONGRESS 

450  Mead,  Elwood.    Irrigation  in  northern  Italy. 

WasMngton,  Govt,  print,  off.,  1904-1907.   2  ft.   22  pi.  (partly 
fold.,  partly  col.)  map,  plan.    23^™'.    {TJ,  8.    Dept.  of 
agriculture.    Office  of  experiment  stations.    Bulletin  144, 
190.) 

Bibliography:  pt.  1,  p.  17-23. 
"The  Italian  water  laws":  pt.  2,  p.  62-86. 
Agr  6-542  Additions  S21.E7,iio.l44,190 

•» 

451  Teele,  Eay  Palmer,  comp.    Irrigation  and  drainage  laws  of 

Italy. 

WasUngton,  Govt,  print,  off.,  1907.  100  p.  23'"^.  {U.S. 
Dept.  of  agriculture.  Offce  of  experiment  stations.  Bul- 
letin 192.) 

Agr  7-2090  S21.E7,no.l92 

MEXICO 

452  Mexico.    Laws,  statutes,  etc.    Compendium  of  the  laws  of  Mexico 

officially  authorized  by  the  Mexican  government,  contain- 
ing the  federal  constitution,  with  all  amendments,  and  a 
thorough  abridgment  of  all  the  codes  and  special  laws  of 
importance  to  foreigners  concerned  with  business  in  the 
republic.  All  accurately  tr.  into  English.  An  extensive 
collection  of  forms  both  in  Spanish  and  English.  A 
minute  index  of  all  matter  contained  in  the  text.  By 
Joseph  Wheless  ... 
St.  Louis,  The  F.  H.  Thomas  law  hoolc  co.,  1910.  2  v.  23^"^. 
Paged  continuously. 

"Laws  concerning  waters  and  water  rights":  v.  2,  p.  566-569. 
10-23148 

NETHERLANDS 

453  Netherlands  (Kingdom).    Laws,  statutes,  etc.    Verzameling  van 

wetten,  besluiten  en  verordeningen  betreffende  de  binnen- 

landsche  scheepvaart  in  Nederland.    Met  eene  kaart. 

Officieele  uitgaaf . 

['s  GravenJiage]  Gedrukt  ter  Algemeene  landsdrukkerij ,  1893. 

xii,  640  p.   fold,  map,  fold.  plan.  23^^- 

At  head  of  title:  Ministerie  van  waterstaat,  handel  en  nijverheid. 

HE672.A3  1893 

 —    1.  vervolg.    Uitgegeven  door  het  Departement 

van  waterstaat,  handel  en  nijverheid. 
^s  GravenJiage,  Gehrs.  van  Cleef  1896.    viii,  336  p.    2  fold, 
plans.    24'''^.  . 

At  head  of  title:  Ministerie  van  waterstaat,  handel  en  nijverheid. 
7-25729-30  HE672.A3  189a 
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454  Talma,  Dirk.    De  bevoegdheid  der  provinciale  staten  en  het 

oppertoezicht  des  konings  bij  den  waterstaat  .  .  . 
^s-Graven7iage,  Typ.  De  Swart  cfc  zoon,  1903,    4  V-  ^-i  V-i 
1  I  25<^'^. 

Inaug.-dis. — Utrecht. 

4-  19198  HD1696.N4T2 

NORWAY 

455  Norway.    Laws,  statutes,  etc.    Norges  love,  samling  af  gjseldende 

love  af  praktisk  betydning;  udg.  med  henvisninger  af  P.  I. 
Paulsen  .  .  . 

Kristiania,  H.  AscTieJioug  <&  co.  (TF.  Nygaard),  1908.    2  v. 

"I  det  vsesentlige  bygget  paa  'Almindelig  norsk  lovsamling, '  udgivet 
af  P.  I.  Paulsen,  J.  E.  Thomle  og  C.  S.  Thomle,  1905-1908."— 
Forord. 

Contents.— 1.  bd.  1660-1890.— 2.  bd.  1891-1908. 
"Vasdragavaesen":  v.  1,  p.  118,  466,  961;  v.  2,  p.  106,  1144,  1158, 
1184. 
10-5646 

PERU 

456  Peru.    Laws,  statutes,  etc.    Codigo  y  reglamento  de  aguas  del 

Peru  con  leyes  y  decretos  concordantes.    Ed.  oficiaL 
Lima,  Impr.  del  estado,  1902.    1^8  p.,  1  I.,  vi  p.  24^^. 
Compiled  by  the  "Direccion  de  obras  ptiblicas,"  F.  Ferry,  director. 
8-17501  HD1698.P5A5  1902 

ROMAN  EMPIRE 

457  Corpus  juris  civilis.    Digesta.    Eoman  water  law,  tr.  from  the 

Pandects  of  Justinian,  by  Eugene  F.  Ware  .  .  . 
St.  Paul,  Minn.,  West  puhlisMng  co.,  1905.  3  p.  I.,  3-160  p. 

This  volume  contains  all  of  the  Roman  law  concerning  fresh  water 
found  in  the  Corpus  juris  civilis. 

5-  32458 

458  Frontinus,  Sextus  Julius.    The  two  books  on  the  water  supply 

of  the  city  of  Rome  of  Sextus  Julius  Frontinus,  water 
commissioner  of  the  city  of  Rome  A.  d.  97;  a  photo- 
graphic reproduction  of  the  sole  original  Latin  manuscript, 
and  its  reprint  in  Latin;  also  a  translation  into  English, 
and  explanatory  chapters,  by  C.  Herschel. 
Boston,  D.  Estes  <&  co.,  [1899].  xxiv,  [2],  xxiii,  296  p.  incl. 
front.,  illus.,  ports.,  facsim.  2  fold,  maps,  fold,  diagr. 
29  X  22^"^- 

Explanatory  chap.  11,  "The  law  of  water-rights  in  Rome,  A.  D.  97:" 
p.  262-275. 

Appendix  to  chap.  11  is  an  appeal,  dated  March  10,  1894,  to  the  dele- 
gates to  the  New  York  constitutional  convention  for  amendments 
to  aid  development  of  water  resources:  p.  285-291. 
99-5401  TD344.F94 
13132°— 14  6 
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RUSSIA 

459  *Fleksor,  David  Sampsonovich.    Water  rights  according  to  the 

decisions  of  the  civil  court  of  cassation  of  the  Imperial  sen- 
ate.   2d  ed.  revised  and  corrected. 
St  Petershurg,  1898.    xii,  151  f.  26^'^ 
Title  and  text  in  Russian. 
Agr  9-1876 

SPAIN 

460  Carpentier,  Etienne.    Les  reglements  et  les  tribuneaux  des 

eaux  dans  les  provinces  du  snd-est  de  I'Espagne  (Murcie 
et  Valence). 
Paris,  Larose  et  Tenin,  1912.    176  y. 
These  de  Paris. 

461  Martinez  Alcubilla,  Marcelo.    Diccionario  de  la  administra- 

cion  espanola;  compilacion  de  la  novisima  legislacion  de 
Espana  peninsular  y  ultramarina,  en  todos  los  ramos  de  la 
administracion  publica  ...  5.  ed.  .  .  . 

Madrid,  Administracion:  Arco  de  Santa  Maria,  J^l  triplicado, 
1892-1895.    9v.  26'"^. 

See  titles,  ^'Aguas",  and  "Canales  y  pantanos". 
6-11865 

462  Spain.    Laws,  statutes,  etc.    Compilacion  de  la  legislacion  de 

aguasj  canales  de  riego,  pantanos  y  puertos.  Anotada  con 
la  doctrina  y  referencias  a  la  jurisprudencia  civil  y  admin- 
istrativa  y  a  las  leyes  y  codigos  que  tienen  relacion  con 
ella  por  la  redaccion  de  la  Revista  de  los  tribunales. 
3.  ed.  aum. 

Madrid,  Centra  editorial  de  Gongora,  1902,    512  p.  15^'^. 
'  (Bihlioteca  de  holsillo.) 

4-18336  • 

463   Legislacion  de  aguas,  puertos,  canales  y  pan- 
tanos, por  Manuel  Aleu  y  Carrera  .  .  .  Comprende  todo 
lo  legislado  hasta  la  fecha;  leyes,  reglamentos,  sentencias 
y  un  extenso  formulario. 

Madrid,  [Bihlioteca  "  Justicia       1912.    653,  ix  p.  IS'^'^. 
{Bihlioteca  "  Justicia.^ ^) 
13-7243 

SWEDEN 

464  Astrom,  Adolf.    Om  svensk  vattenratt  .  .  . 

StoclcJiohn,  P.  A,  Norstedt  <&  soner,  1899,    1  p.  I.,  iv,  154, 
[2]  p.  23^^, 

Inaug.-dis. — Lund. 

1-15368 

Not  in  the  Library  of  Congress. 
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465  Hennig,  Rfichard].    Die  Ausnutzung  der  schwedischen  Wasser- 

krafte  und  die  geplante  Elektrisierung  der  Reichs- 
grenzbahn. 

ArcJiivfiir  Eisenlahnwesen,  Mar. -Apr.  1911,  v.  3 4:  394.-400. 

HE1001.A7,v.34 

466  Sweden.    Domanstyrelsen.    Kongl.  domanstyrelsens  underda- 

niga  utlaiande  ofver  Jordbrukslagenhetskomitens  den  23 
november  1892  afgifna  forslag  till  styckning  och  forsaljn- 
ing  af  vissa  jordbruksdomaner  m.  m. 
Stockholm,  I.  Marcus^  holctr.-aktieholag,  1893.    1  p.  I.,  60  p. 

CA  10-3529  HD761.D3  1892 

467    VattenfaUskommitten.    Betankande    afgifvet    den  17 

mars  1903  af  den  for  utredning  betraffande  vissa  staten 
tillhoriga  vattenfall  af  Kungl.  Maj:t  den  9  juni  1899 
tillsatta  kommitte. 

StockJiolm,  I.   Marcus  holctr.-aktieholag,  1903.    3  v.  in  1. 
fold.  map.    22^  x  19^"^. 

"Bihang  till  Riksdagens  protokoll  vid  lagtima  riksdagen  i  Stockholm 
ar  1907.  2.  samlingen.  2.  afdelningen.  5.  bandet.  Kommitte- 
betankanden  m.  m." 
Vol.  2  has  title:  .  .  .  Forteckning  ofver  statens  mera  betydande 
vattenfall  ...  v.  3:  .  .  .  Forteckning  ofver  statens  mindre 
betydande  vattenfall  .  .  . 

11-  27218  TC489.A4 

SWITZERLAND 

468  Cleveland,  Treadwell,  jr.    Federal  control  of  water  power  in 

Switzerland. 

American  academy  of  political  and  social  science.  Annals, 
May,  1909,  v.  33:  597-601.  Hl.A4,v.33 

469  Griinberg,  M.    Die  staatliche  Ausnutzung  der  Wasserkrafte  in 

der  Schweiz. 

ZUricJi,  E.  Speidel,  1911.    2  p.l,  [7]-115  p.  23'^^. 
" Literaturverzeichnis " :  p.  [113J-115. 

12-  16831  HD1697.S9G8 

470  Hornbeck,  S.  K.  Federal  control  of  water  power  in  Switzerland. 

American  political  science  review,  Feh.  1908,  v.  3:  86-87. 

JAl.A6,v.3 

471  Pfleghart,  A.    Die  Grundlagen  des  eidg.  Wasserreclitsgesetz- 

entwurfes. 

Zeitsclirift  fur  schweizerisclies  RecJit,  1911,  v.  52:  66-84- 

472  Switzerland.    Laws,  statutes,  etc.    Bundesbeschluss  liber  die 

Abgabe  inlandischer  Wasserkrafte  ins  Ausland.  (Vom 

31.  Marz  1906.) 

(In  Switzerland.  Amtliche  Sammlung  der  Bundesgesetze  und 
Verordnungen  der  schweizerischen  Eidgenossenschaft.  Neue 
Folge.    Bern,  1907.    22^^^.    v.  22,  p.  160-161.) 


ADDENDA 


473  Baca  M,  Juan.    Documentos  relatives  a  los  titulos  de  proprie- 

dad  de  las  aguas  del  'Tichincha/'  ''Las  llagas,"  "Turuco" 
y  ''Atacatzo";  trabajo  ejecutado  por  disposicion  de  la 
Junta  de  agua  potable  y  canalizacion  de  la  ciudad. 
Quito,  Ecuador,  Imprenta  municipal,  1912.    v  p.,  1  I.,  87  p. 
plates,  port,  group.  25^™'. 

13-  20034  TD247.Q8B2 

474  *Bitta,   .    Das  preussische  Wassergesetz  vom  7.  4.  1913. 

In  seinem  wichtigsten  Bestimmungen  besonders  zum  Ge- 
brauch  fiir  Landwirte  erlautert. 
M[uncJien]-Gladhacli,     VoTksvereins-Verlag ^     1913,     55  p. 
(Staatshilrger-Bihliotlielc,  38,) 

475  Brown,  Rome  G.    Improvement  of  navigable  rivers.    An  ad- 

dress delivered  before  the  National  rivers  and  harbors 
congress  at  the  tenth  annual  convention  held  at  Wash- 
ington, D.  C,  December  3-5,  1913. 
Washington  [Govt,  print,  off.]  1913,    21  p,    23^^^.    (U.  S. 
63d  Cong.,  2d  sess.    Senate.    Doc.  332.) 

Includes  discussion  of  federal  and  state  control. 

14-  30040  HE393.Z7B8 

476  California.     Water  commission.    Rules  of  procedure  for  hear- 

ings on  applications  for  appropriations  of  water  for  gen- 
erating electricity,  electrical  or  other  power,  in  accordance 
with  chap.  41,  Laws  of  1911  (extra  session);  approved 
Jan.  2,  1912. 
n.  p.  [1912.]    14  p.  23<^^. 

477  California  development  board.    Counties  committee.  The 

public  water  problems  of  California. 

n.  p.    1913.    72  p.    22^"^.    (Its  Bulletin,  no.  13.) 

Contents.  The  water  problem  of  the  San  Joaquin  valley  by  L.  L. 
Dennett,  Making  the  most  of  our  irrigation  resources  by  Frank 
Adams.  California's  interest  in  internal  waterways  by  W.  R. 
Wheeler.    Pending  conservation  legislation  by  George  C.  Pardee.. 

478  Canada.    Dept.  of  marine  and  fisheries.    Papers  relating  to  the 

application  of  the  Sanitary  district  of  Chicago  for  per- 
mission to  divert  10,000  cubic  feet  of  water  per  second 
from  Lake  Michigan. 
Ottawa,  Printed  hy  C.  H.  Parmelee,  1912.    xviii,  270  p.  mapj 
fold,  diagr.  23'^'^. 

J.  D.  Hazen,  minister  HD1694.A2  1912 


*  Not  in  The  Library  of  Congress. 
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478.  Canada.  Dept.  of  marine  and,  fisheries.  Papers  relating  to  the 
application  of  the  Sanitary  district  of  Chicago  for  per- 
mission to  divert  10,000  cubic  feet  of  water  per  second 
from  Lake  Michigan. 
Ottawa,  Printed  hy  C.  H.Parmelee,  1912.  1  p.  I. ,270  p.  map, 
fold,  diagr.  23'"^. 

12-  16118-9  HD1694.A2  1912a 

479  Chicago.    Lalce  shore  reclamation  commission.    Report  to  the 

mayor  and  the  City  council  of  the  city  of  Chicago.  Theo- 
dore K.  Long,  chairman,  Chicago,  1912. 
Chicago,  Barnard  <&  Miller,  printers  [1912].   2  p.  I.,  [3]-883  p. 
fold,  diagrs.  24^^. 

A  report  of  the  proceedings  of  the  commission  in  reference  to  the 
acquisition,  for  the  use  of  the  pubUc,  of  that  portion  of  the  water 
front  of  Lake  Michigan  between  Jackson  park  and  Grant  park,  in 
the  city  of  Chicago. 

13-  14030  HD1695.C6C6 

480  Clay  burg,  John  B.    The  law  of  irrigation  in  the  far  West. 

Law  student's  helper,  Oct.  1913,  v.  21:  26-28. 

481  Cooley,  Lyman  Edgar.    The  diversion  of  the  waters  of  the 

Great  Lakes  by  way  of  the  Sanitary  and  ship  canal  of 
Chicago.  A  brief  of  the  facts  and  issues.  February, 
1913. 

[Chicago,  Clohesey  <&  co.,  printers,  1913.]    viii,  216  p.  fold. 

maps,  fold,  diagr.  23^^- 

Pub.  by  the  Sanitary  district  of  Chicago,  in  view  of  the  refusal  of  the 
secretary  of  war  to  grant  a  permit  for  increasing  the  diversion  of 
water  to  10,000  cubic  feet  per  second  through  the  Chicago  sanitary 
and  ship  canal. 

Appendices:  1.  Statement  on  behalf  of  the  city  of  Chicago. — 2.  Rul- 
ing of  the  secretary  of  war — application  of  Feb.  5,  1912. 
13-14472  TC625.C6A2  1913 

482  *  Harry,  Arnold.    Die  Gebiihren  und  Wasserrechtszinsen  in 

Bundesgesetz  tiber  die  Nutzbarmachung  der  Wasser- 
krafte. 

Zurich,  Buchdr.  Ziiricher  Post,  1913.    ii,  J^S  p.  23^ 


483  Hayt,  Charles  D.    Pending  controversies  over  interstate  streams. 

(Jn  Colorado  bar  association.    Report,  1911.    [Denver,  1911.]  23cm. 
V.  14,  p.  51-75.) 

*  Not  in  the  Library  of  Congress. 
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484  Huber,  Max.    Ein  Beitrag  zur  Lehre  yon  der  Gebietshoheit  an 

Grenzfliissen. 

Zeitschrift  filr  VdlJcerrecht  und  BundesstaatsrecM,  1906,  v.  1: 
29-52,  159-217.  JX5.Z5,v.l 

485  Illinois.    Rivers  and  lakes  commission.    Annual  report  to  Hon. 

Charles  S.  Deneen,  governor  of  Illinois.    Being  a  review 
of  the  work  of  the  commission  since  its  organization, 
August  8,  1911. 
Springfield,  III    1913.    31  p.  23'^. 

Act  creating  the  commission;  p.  3-7. 
GS13-123  TC424.I3A3 

486  L'Institut   de   droit   international.    Sixieme  commission. 

Reglementation  Internationale  des  cours  d'eau  interna- 
tionaux,  au  point  de  vue  de  I'exploitation  de  leurs  forces 
motrices  et  de  leur  exploitation  en  general.  A.  Premier 
rapport  de  M.  L.  von  Bar,  rapporteur  (publie  sous  forme 
d'article  dans  la  Revue  de  droit  Internationale  public, 
1910,  pp.  281-288.)  B.  Deuxieme  rapport  de  M.  L.  von 
Bar,  rapporteur,  et  contre-propositions  de  Mr.  Kaufmann. 
C.  Observations  de  M.  Ed.  Engelhardt  sur  le  pro  jet  de 
deliberations  relatif  a  I'exploitation  industrielle  des  cours 
d'eau  commun  a  plusieurs  etats. 
Its  Annuaire,  1911,  v.  24,  p.  156-199. 

JX24.I4,v.24 

Proceedings  and  discussion.    Ibid.,  p.  347-367. 

487  International  joint  commission  ( TJ.  S.  and  Canada).    In  the 

matter  of  the  application  of  the  Michigan  northern  power 
company  for  approval  of  methods  and  plans  for  diversion 
of  the  waters  of  St.  Marys  River  at  Sault  Ste.  Marie, 
Michigan. 

Washington,  Govt,  print,  off.,  1914.    26  p.  23'^'^. 

Signed:  Geo.  W.  Koonce,  counsel  for  the  government  of  the  United 
States. 

Contents. — Brief  for  the  United  States.    Reply  to  statement  in 
response  of  Dominion  of  Canada. — Reply  to  statement  in  response 
of  province  of  Ontario. 
14-30211  HD1694.A2  1913d 


488  Liessmann,  Elmer  M.    Stream-water  rights  in  Illinois. 

Illinois  law  review,  Bee.  1913,  v.  8:  324-330. 
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489  McCuUoh,  Walter.    Conservation  of  water.    Addresses  deliv- 

ered in  the  Chester  S.  Lyman  lecture  series,  1912,  before 
the  senior  class  of  the  Sheffield  scientific  school,  Yale 
university. 

New  Haven,  Yale  university  press;  [etc.,  etc.]  1913.    x,  99  p, 
front.,  illus.,  plates,  fold,  maps,  diagrs.  25^^- 

Contents. — Chap.  1.  Conservation  of  water.  Chap.  2.  Basic  data 
essential  to  a  comprehensive  study  of  water  storage.  Chap.  3. 
Water  power.  Chap.  4.  Water  storage  for  water  supplies,  sanita- 
tion and  irrigation.    Chap.  5.  Water  resources  of  New  York  state. 

This  lectureship  fund  provides  for  lectures  on  water  storage  and 
conservation.  The  present  work  gives  the  first  course  of  such 
lectures. 

13-  20415  TD346.M2 

490  McMullin,  S.  G.    Water  procedure. 

{In  Colorado  bar  association.  Report,  1912.  [Denver,  1912.] 
23cm.    V.  15,  p.  193-203. 

491  Missouri.    Laws,  statutes,  etc.    Amendments  made  to  Missouri 

drainage  and  levee  laws  by  the  47th  General  assembly  in 
1913.    Printed  and  distributed  by  the  Department  of 
land  reclamation.    John  H.  Nolen,  commissioner. 
Jefferson  city.  Mo.,  The  Hugh  Stephens  printing  company, 
[19131    102  p.  23^^. 

Laws  as  amended  in  1913. 

'  'The  present  Missouri  drainage  and  levee  laws  are  recognized  to  be 
the  most  perfect  statutes  pertaining  to  this  subject  of  any  state  in 
the  Union  .  .  ."    Preface.  HD1683.U5M8,1913 

492  New  South  Wales.    Public  lihrary,  Sydney.    List  of  references 

to  publications  relating  to  irrigation,  in  the  Public  library 
of  New  South  Wales.    Comp.  by  George  Hartwell  Gifford. 
Prepared  under  the  direction  of  the  principal  librarian. 
Sydney,  W.  A.  GuUiclc,  government  printer,  1913.    2  p.  L, 
32  p.  25^"^, 

Introduction  signed;  W.  H.  Ifould,  principal  librarian. 
Relates  chiefly  to  Australia. 

14-  4788  Z5074.I7N3 

493  Newell,  Frederick  Haynes^  and  Daniel  W.  Murphy.  Principles 

of  irrigation  engineering,  arid  lands,  water  supply,  storage 
works,  dams,  canals,  water  rights  and  products. 
New  Yorlc  [etc.]  McGraw-Hill  hoolc  company,  1913,    xiii,  293 
p.    illus.,  plates,  diagrs.  2Jj.^^. 

Chap.  1.  Irrigation;  p.  1-7.    This  is  historical  and  general.  Chap. 
18.  Water  rights:  p.  263-274.    Chap.  19.  Economic  features  of 
irrigation;  p.  275-286.    The  work  is  chiefly  on  engineering. 
13-10681  TC806,N4 
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494  Ohio.    Legislative  canal  commission.    Report  of  the  Legislative 

canal  commission. 
Columhus,  0.,  The  F.  J.  Heer  printing  co.,  1914,        V-  '^4'^™ 
Wm.  A.  Weygandt,  chairman. 

Created  pursuant  to  Senate  joint  resolution  no.  32,  providing  for  an 
investigation  of  the  Ohio  canals. 
14-31113  HE395.033  1910 

495  Oregon.    Laws,  statutes,  etc.    Water  laws  of  the  state  of  Oregon, 

comp.  from  Lord's  Oregon  laws  and  session  laws  of  1911 
and  1913.  Prepared  in  the  office  of  the  State  water  board, 
Salem,  Oregon,  and  pub.  by  authority  of  the  legislature 
of  Oregon. 

Salem,  Or.,  State  sprinting  department,  1913.    195  p.  23^^. 
13-33342  HD1694.07A3  1913 

496  Ponsford,  Arthur.    Interstate  waters. 

{In  Colorado  bar  association.  Report,  1910.  [Denver,  1910.]  23cm. 
V.  13,  p.  146-166.) 

497  Powelson,  Wilfrid  Van  Nest.    Conservation  of  natural  re- 

sources.   An  article  on  the  waste  of  our  natural  resources 
due  to  the  nondevelopment  of  our  water  powers. 
Washington  [Govt,  print,  off.]  1913.    I4  p.    23^"^,    {U,  S, 
63d  Cong.,  1st  sess.    Senate.    Doc.  243.) 

Includes  discussion  of  question  of  federal  and  state  control. 
13-35924  HD1694.A5P6 

498  Prussia.    Laws,  statutes,  etc.    Entwurf  eines  Gesetzes,  betref- 

fend  den  Ausbau  von  Wasserkraften  im  oberen  Quell- 
gebiete  der  Weser;  [und]  Denksclxrift,  "Ausnutzung  der 
Wasserkrafte  im  oberen  Quellgebiete  der  Weser."  Der 
Minister  der  offentlichen  Arbeiten  v.  Breitenbach;  der 
Finanzminister,  Lentze. 
[Berlin,  W.  Greve,  1912.]  2  v.  in  1.  maps,  plans,  diagrs, 
30'"^.  {[Landtag.]  21.  legist,  v.  sess.,  1912/13.  Haus  der 
abg.,  nr.  932  A-B.) 

''Die  Ausnutzung  der  Wasserkrafce"  was  prepared  by  "Dr.  Ing. 
Sympher,  geheimer  Oberbaurat"  and  ''Block,  Regierungsbau- 
meister  " 

13-33954  TC474.W4P8 

499  Saxony.    Laws,  statutes,  etc.    Wassergesetz  fiir  das  Konigreich 

Sachsen  vom  12.  Marz  1909.    Handausg.  mit  den  zuge- 
horigen  Bestimmungen,  bearb.  von  Dr.  Walter  Schelcher. 
Leipzig,  Rossherg^sche  VerlagshuchJiandlung ,  1909-10.    2  v. 
fold.  map.    19^'^.    {Juristische  HandhihliotheJc,    hd.  291.) 

"Wasserrechtliche  Literatur":  v.  1,  p.  [vi]-x. 

13-24374 
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500  Sperry,  Lewis.    The  law  of  Connecticut  in  regard  to  the  pollu- 

tion of  waters. 

Hartford,  Conn.,  Tlie  Case,  Lockwood  <&  Brainard  co.,  19 H. 

At  head  of  title:  Seventh  sanitary  conference  of  the  health  officials 
of  Connecticut,  held  at  Chamber  of  commerce  hall,  New  Haven, 
March  26,  1914. 

Bibliographical  note  on  water  pollution  in  United  States:  p.  39-40. 
14-31129  IIA592.C6S6 

501  [Teller,  Henry  M.    The  state's  control  over  its  waters.]  ' 

n.  f.    [WlOf]    24  p.  23'"^. 

Discussion  of  court  decisions,  etc.  supplementary  to  his  speech  in 
the  U.  S.  Senate,  March  31  and  April  1, 1908:  Congressional  record, 
61st  Cong.,  1st  sess.,  v.  42,  pt.  5,  p.  4155-4167,  4223-4225,  on  the 
Snake  river  dam,  Washington.  HD1694.A5T4 

502  U.  S.    Congress.    House.    Committee  on  foreign  affairs.  Diver- 

sion of  water  from  the  Niagara  Kiver.    Hearings,  January 
22-24,  1913,  on  bill  proposed  by  the  subcommittee  on 
Niagara  Falls  legislation,  dated  January  15,  1913. ,  Pt.  1-2. 
Washington,  Govt,  print,  off.,  1913.    56,  ii,  67-113  p.  23^"^. 

Henry  D.  Flood,  chairman.  HD1694.A2  1913a 

 January  24,  February  15  and  17, 

1913  .  .  .  Statements  of  the  secretary  of  war  and  Mr. 
Frederick  L.  Lovelace  (revised.) 
Washington,  Govt,  print,  off.,  1913.    ii,  115-167  p.  23^"^. 
1^9324-5  HD1694.A2  1913b 

503   Senate.    Committee  on  commerce.    Creation  of  a 

board  of  river  regulation  and  provision  of  a  fund  for  the 
regulation  and  control  of  the  flow  of  navigable  rivers  in 
aid  of  interstate  commerce,  etc.  .  .  Report. 

[Washington,  Govt,  print,  off.,  1913.]    152  p.    23^"^.  (62d 
Cong.,  3d  sess.    Senate.    Rept.  1339.) 

13-35145  TC423.A5  1913 

504    Dept.  of  the  interior.    Decisions  of  the  Department  of 

the  interior  and  General  land  office  in  cases  relating  to 
the  public  lands  .  .  . 

Washington,  Govt,  print,  off.,  1887-1913.    v.  1-^2.  23'"^. 

These  decisions  are  made  up  in  the  office  of  the  attorney-general  for 
the  Interior  department,  but  are  promulgated  by  the  secretary  of 
the  interior. 

See  Digest  under  reclamation,  water  rights,  etc. 
7-23651  HD181.G4 
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505  TJ.  S.    Beft.  of  the  interior.    Digest  of  decisions  of  the  Depart- 

ment of  the  interior  in  cases  relating  to  the  public  lands 
also  (part  2)  tables  of  cases  reported,  cited,  and  overruled; 
acts  of  Congress  and  revised  statutes  cited  and  construed ; 
circulars ;  and  rules  of  practice  cited  and  construed.  Vol- 
umes 1  to  40,  inclusive.  Prepared  by  George  J.  Hessel- 
man. 

Washington,  Govt,  print,  off.,  1913.    2  v.  25^'^. 

13-18518  HD181.G41 

506    General  land  office.    Regulations  concerning  right  of 

way  over  public  lands  and  reservations  for  canals,  ditches, 
and  reservoirs  and  use'  of  right  of  way  for  various  pur- 
poses.   Approved  June  6,  1908. 

Washington,  Govt,  print,  off.,  1908.    27  p.  23^"^. 

HD1727.A6  1908a 

 (Reprint  January,  1912.) 

Washington,  Govt,  print,  off.,  1912.    27  p.  23^"^. 

8-35595  Additions  HD1727.A5  1908b 

507    Reclamation  service.    Organization  of  water  users'  asso- 
ciations, 1913. 

Washington,  Govt,  print,  off.,  1913.    31  p.  2^^'^, 

At  head  of  title:  Department  of  the  interior.    United  States  Re- 
clamation service. 
Instructions  and  sample  forms. 
13-35650  HD1725.A5  1913b 

508    Supreme  court.    Kansas  v.  Colorado  et  al.  defendants, 

and  the  United  States,  intervenor, 

{In  U.  S.  reports,  v.  206,  p.  46-118.) 
Decided,  October  term,  1906. 

This  case  involves  questions  of  control  of  interstate  waters  and  of 
federal  and  state  control. 

 Kansas  v.  Colorado  et  al.  defendants,  and 

the  United  States,  intervenor.    Record  and  briefs. 

{In  U.  S.  Supreme  court.  Records  and  briefs,  v.  206,  p.  46-118, 
pts.  1-3.    3  V.  23icm.) 

Title  taken  from  bound  volumes  in  the  Library  of  Congress. 

Contents. — ^Transcript  of  record:  2  v.  Protest  of  complainant 
against  the  filing  of  the  "reduced  abstract"  prepared  and  sub- 
mitted by  the  intervenor:  7  p.  Reduced  abstract,  filed  as  ap- 
pendix to  brief  of  intervenor:  iii,  253  p.  Evidence  of  citizens  of 
Kansas  as  to  damages:  200  p.  Brief  of  complainant,  original 
proceeding:  iii,  153  p.  Brief  of  complainant  on  final  hearing;  iii, 
256  p.  Brief  on  behalf  of  the  state  of  Colorado  on  final  hearing: 
viii,  352  p.    Answer  to  questions  propounded  by  the  court  in 
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508  U.  S.    Supreme  court.    Kansas  v.  Colorado  et  al,  defendants, 

and  tKe  United  States,  intervenor.  Record  and  briefs — 
Continued. 

ruling  on  the  demurrer  of  Colorado,  as  given  in  oral  argument  on 
final  hearing,  by  Clyde  C.  Dawson,  of  counsel  for  Colorado:  24  p. 
Brief  for  defendant,  the  Colorado  fuel  and  iron  company,  on  final 
hearing;  2  p.  1.,  130  p.  Brief  of  the  defendant,  the  Graham  ditch 
company,  on  final  hearing :  10  p.  Oral  arguments  made  by  counsel 
for  defendant  Feb.  24th  and  25th,  1902,  upon  hearing  of  demurrer 
to  complaint:  99  p.  Brief  for  the  United  States  on  final  hearing: 
ix,  223  p.  Summary  of  solicitor  general's  oral  argument,  filed  by 
leave  of  court,  with  some  additional  considerations:  23  p.  Brief 
of  the  state  of  Colorado  in  reply  to  brief  of  intervenor :  36  p .  Reply 
brief  for  defendant,  the  Colorado  fuel  and  iron  company,  to  the 
brief  for  the  United  States,  on  final  hearing:  40  p.  Reply  brief 
of  complainant  on  final  hearing:  1  p.  1.,  160  p.  Oral  argument  of 
counsel  on  final  hearing:  1  p.  1.,  285  p. 

509   United  States  v.  Chandler-Dunbar  water  power 

company  et  als.  [Statement  of  the  case  and  opinion  of 
the  court.] 

{In  United  States  reports,  v.  229,  p.  53-81.) 
Decided,  October  term,  1912. 

Also  printed  as,  63d  Cong.,  1st  sess.    Senate  Doc.  51. 
This  case  involves  the  question  of  federal  and  state  control  of  navi- 
gable rivers  and  riparian  rights  in  water  powers. 

509   United  States  v.  Chandler-Dunbar  water  power 

company  et  als.    Record  and  briefs. 

{In  U.  S.  Supreme  court.  Records  and  briefs,  v.  229,  p.  53-81. 
23^cm.) 

Title  taken  from  bound  volume  in  the  Library  of  Congress. 

Contents. — Transcript  of  record:  v,  609  p.  Motion  by  the  United 
States  to  advance;  3  p.  Brief  for  the  United  States;  iii,  49  p. 
Reply  in  behalf  of  Chandler-Dunbar  water  power  company:  1  p.  1., 
17  p.  Brief  in  behalf  of  Chandler-Dunbar  water  power  company: 
5  p.  1.,  90  p.  Brief  on  jurisdiction  and  motion  for  leave  to  file: 
12  p.  Brief  for  St.  Mary's  power  company,  plaintiff  in  error:  7  p. 
Supplemental  and  reply  brief  and  argument  on  behalf  of  the 
United  States:  ii,  55  p.  Statement  of  the  case  and  opinion  of  the 
court:  19  p. 

510  Vicuna,  Santiago  Marin.    La  lei  de  regadio  de  la  Republica 

Arjentina. 

Santiago  de  CMle,  Impr.  Cervantes,  1910.    27  p.   diagr.  23^^, 

Publicado  en  los  Anales  de  la  Universidad  de  Chile. 
''Lei  n®.  6546,  Oct.  6  de.l909:  p.  21-27. 
A  general  review  of  irrigation  questions  in  Argentina. 
13-14877  HD1741.A7 
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511  Wiel,  Samuel  C.    Water  titles  of  corporations  and  their  con- 

sumers. 

California  law  review,  May,  1914,     2:  273-290. 
Read  ...  at  Berkeley,  Jan.  29, 1914. 

512  Wilcocks,  Sir  William,  and  J.  I.  Craig.    Egyptian  irrigation, 

with  an  introduction  by  Sir  Hanbury  Brown  ...    3d  ed. 
London,  E,  &  F.  N.  Spon,  ltd.:  New  YorJcj  Spon  c&  CJiam^ 
herlain,  1913.    2  v.    illus.,  Ixxxi  pi.  26^"^- 
Paged  continuously. 

Chap.  15.  Administrative  and  legal:  p.  796-837. 
14-6659  TC917.W7  1913 
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361,  363a;  Great  Britain,  403,  404, 
412, 414a;  Id.,  242;  111.,  249;  India, 
438;  Ind.,  254;  la.,  255;  Kan.,  258; 
Me.,  259a;  Mass.,  261;  Neb.,  272; 
Netherlands,  453,  454;  Nev.,  274; 
N.  M.,  279;  N.  Y.,  284a;  Ohio,  494, 
Ontario,  429,  433;  Ore.,  296;  S.  C, 
306;  Spain,  461^63;  Utah,  313; 
Wash.,  318;  W.  Va.,  319b;  Wis., 
327a,  327b. 

Carey  act   57,  245 

Cascade  range   319 

Chicago,  111   479 
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Chicago  drainage  canal   65-66a, 

183, 187, 250,  252,  478,  481 

Chicago  river,  111   250 

Chile   346,347 

Colorado   143, 144,  210,  226-234,  508 

■Condemnation  of  property.    See  Emi- 
nent domain. 

Connecticut   500 

Connecticut  river  dam   51, 

63, 117, 148, 151, 161, 179 
Conservation  of  waters  and  water 

powers.   58, 

170,  173,  489,  493,  497;  Canada, 
430;  CaL,  477;  Colo.,  228;  France, 
359;  N.  Y.,  282,  284,  285,  287;  Ore., 
295;  U.  S.,  Western,  85;  Victoria, 
422;  Wis.,  323. 

Law  -  120,134,149,485 

See   also   Water   storage;    Water  re- 
sources; Niagara  river  and  falls. 

Constitutional  law   81, 

96,  150,  163,  194,  311;  N.  Y.  458; 
Utah,  311;  Wis.,  327,  331,  332 
Control  of  water  powers.  See  Water 
powers:  Control;  Water  powers: 
Government  control. 
Control  of  waters.  See  Waters:  Con- 
trol; Waters:  Government  con- 
trol. 

Cranberry  lands  Me.,  259a; 

Mass.,  261;  Wis.,  327a. 

Cuba   348 

Dams   5,6 

46,  51,  63,  117,  148,  151,  161,  175 
179, 181, 182, 184, 186, 191, 195, 493 
Ariz.,  212a;  Ark.,  213;  Id.,  242 
Ind.,  .254;  la.,  255;  Kan.,  258 
Me.,  259a;  Mass.,  261;  Minn. 
265a;  Mo.,  270;  Mont.,  271;  Neb. 
272;  Nev.,  274;  N.  H.,  276a 
N.  M.,  279;  N.  Y.,  284a;  N.  D. 
289a;  Pa.,  302a;  Prussia,  401 
S.  C,  306;  S.  D.,  307;  Tenn. 
308a;  W.  Va.,  319b;  Wis.,  327a 
327b;  Wyo.,337a. 
See  also  Irrigation;  Water  powers;  Wa- 
ter storage. 

"  De  jure  maris  "   416 

Dereliction.    See  Property  rights. 

Des  Plaines  river,  111.   250 


Desert  lands   190, 196,  493, 504,  505 

Carey  act   57,  245 

Dikes  and  levees  British  Columbia, 

425,  433;  Egypt,  350,  351;  Ger- 
many, 364,  382;  Ind.,  254;  Mo., 
491. 

Distribution  of  water  Chile,  347; 

Colo.,  229,  234;  Nev.,  276;  N.  Y., 

287;  Utah,  312. 
See  also  Appropriation  of  water;  Use 

of  water;  Waters:  Control. 

District  of  Columbia.   235,  236 

Ditch  companies.   See  Oanal  and  d*ilch 

companies. 
Ditch  districts.  See  Irrigation  districts. 
Ditches.    See  Canals  and  ditches. 
Diversion  of  waters   12 , 

65-66a,  74,  83,  87,  106,  113,  114, 

130,487,508,509. 
See  also  Appropriation  of  water;  Chi- 
cago   drainage    canal;  Niagara 

river  and  falls;  Use  of  water; 

Waters:  Control. 
Division  of  water.    See  Distribution  of 

water. 

Drainage   19, 

24,  149,  165,  167,  172,  183,252; 
British  Columbia,  425, 433;  France, 
361;  Ga.,  237;  Great  Britain,  418; 
111.,  249,  250,  253;  India,  438; 
la.,   255;  Italy,  451;  Manitoba, 
433;  Mich.,  264-265;  Minn.,  266; 
Mo.,  491;  Neb.,  272,  273;  New 
South  Wales,  419a;  New  Zealand, 
440;  N.  C,  288,  289;  Ontario,  429, 
433;  Ore.,  296;  S.  C,  306;  Sweden, 
466;  Tenn.,  308;  Utah,  312;  Vic- 
toria, 420;  Wis.,  328,  329. 
International  law,  65-66a,  187,  478,  481 
Drift  logs.    See  Lumber. 
Driving  logs.    See  Lumber. 
Duty  of  water.    See  Water  assessments. 

Easements   77,  407,  408,  413,  414a 

Ecuador   473 

Egypt   104,349-352,  512 

Electrical  power.  See  Water  powers: 
Electrical  power;  Water  powers: 
Exportation  of  power. 

Elephant  Butte  dam,  N.  M   278 

El  Paso,  Tex.,  International  dam. .  278 
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Eminent  domain   75 

128,  150,  153,  256;  Ariz.,  212a 
Ark.,  213;  Cal.,  217;  Canada,  428 
Colo.,  231;  Id.,  242;  la.,  255,  256 
Kans.,  258;  Mass.,  261;  Mo.,  270 
Mont.,  271;  Neb.,  272;  Nev.,  274 
N.  M.,  279;  N.  Y.,  284a;  N.  D. 
289a;  Ore.,  296;  P.  E.,  305a;  S.  C. 
306;  Tenn.,  308a;  Utah,  313 
Wash.,  318;  W.  Va.,  319b;  Wis., 
327a,  327b;  Wyo.,  337a. 
See  also  Appropriation  of  water. 

Europe   9,17 

Exportation  of  power.    See  Water  powers. 

Expropriation.    See  Eminent  domain. 

Far  West.    See  United  States,  Western. 

Federal  jurisdiction.    See  Jurisdiction. 

Finland   9 

See  also  Russia. 

Fisheries  Great  Britain,  34, 

403,  414a,  416,  417;  Prussia,  371 

Flanders.    See  Belgium. 

Floating  logs.    See  Lumber. 

Floods.    See  Overflowing  waters. 

Flowing  lands   48 ; 

Me.,    259a;  N.    H.,    276a;  Wis., 
327a,  327b. 
See  also  Overflowing  waters. 

Foreshore  and  tide  lands   31, 

34,   67;  Cal.,   221;  France,  353, 
355a;  Great  Britain,  412,  416. 
See  also  Shore  lands, 

Fofked  Deer  river,  Tenn   308 

France   8,  9,  216,  353-363a 

Georgia   237,238 

Germany   9, 

364-367,  372,  373,  377,  378,  381,382, 
384, 391a,  397, 400, 401, 498 
See    also    Baden;    Bavaria;  Prussia; 
Saxony. 

Gibson  county,  Tenn   308 

Government  control  of  irrigation.  See 
Irrigation:  Government  control. 

Government  control  of  rivers.  See  Riv- 
ers: Government  control. 

Government  control  of  water  powers.  See 
Water  powers:  Government  con- 
trol. 

Government  jurisdiction.  See  Jurisdic- 
tion. 

Great  Britain   34,402-404,406-419 

Great  Falls,  Potomac  river   235, 236 


Great  Lakes:  "High  seas"   Ill 

See  also  Shore  lands.  111.;  Michigan, 
Lake. 

Gunnison  tunnel,  Colo   226 

Hainault.    See  Belgium. 

Harbor  improvement  laws   192 

Harbors  Spain,  462,  463;  Wash.,  318 

Hawaii  210,239 

"High  seas"   Ill 

Honey  lake  basin,  Cal   224 

Hungary.    See  Austria-Hungary, 
Hydro-electric  power.    See  Water  pow- 
ers: Electrical  power. 

Ice  and  ice  ponds   5, 

6,  46;  Me.,  259a;  N.  Y.,  284a 

Idaho   116, 144,  210,  240-247 

Illinois   248-251,  253, 485,  488 

Illinois  and  Michigan  canal         183,  250 

Illinois  river   249,250 

India   104,436^38 

Indiana   254 

Inland  waters.  See  Waters. 
International  law .  See  Boundary  waters ; 
Chicago  drainage  canal;  Great 
Lakes;  Jurisdiction:  Navigable 
waters;  Niagara  river  and  falls; 
Rio  Grande  river;  Water  law:  In- 
ternational; Water  powers:  Ex- 
portation oif  power. 
Interstate  waters.  See  Boundary  waters; 
Jurisdiction:  Between  states. 

Iowa   255,256 

Irrigation   5, 

6,  7,  16a,  46,  72,  73,  85,  101,  104, 
105,  138,  144,  147,  196,  201,  207, 
216,489,493,  507;  Argentina,  510; 
Ariz.,  212a;  Australia,  492;  Cal., 
214,216,224,477;  Chile, 347;  Colo., 
226,  227,  229;  Egypt,  104,  352; 
France,  216;  Id.,  246;  India,  104; 
Italy,  216,  450;  Mexico,  104;  Neb., 
273;  Spain,  216;  Utah,  312. 
See  also  Dams;  Water  rights;  Water 
storage. 

Irrigation  commission  N,  M.,  279; 

P,  R.,  305a 

Irrigation  companies... 511;  France,  360; 

Neb.,  272;  N,  M.,  279,280 
Irrigation  districts  .  .Cal.,  215, 

217,218,219;  Colo,,  231;  Id.,  242; 

Mont.,  271;  Neb.,  272;  Nev.,  274; 

Ore.,  296;  Utah,  313;  Wyo.,  337a 
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Irrigation    ditches.      See  Canals  and 
ditches. 

Irrigation.     Government  control.  Fed- 
eral and  state. . .  207,  226,  501,  508 

State   177 

See  also  Waters:  Government  control. 
Irrigation.    Jurisdiction  between 

states   80,  83, 157,  496,  508 

See  also  Boundary  waters;  Jurisdiction. 

Irrigation  law   7, 

19,  24,  54,  72,  79,  84,  104,  122,  131, 
136,  138,  139,  140,  141,  144,  149, 
155, 159, 160, 196, 198,  216;  Argen- 
tina, 510;  Ariz.,  144,  490;  British 
Columbia,  425;  Cal.,  78,  144,  215, 
217-219,  222,  224,  225;  Canada, 
428;  Colo.,  144,  229,  231,  233,  234; 
Egypt,  350-352,  512;  France,  216, 
355a,  360,  361;  Id.,  144,  240,  242, 
243,  245,  246;  India,  436,  437; 
Italy,  216,  450,  451;  Kan.,  144, 
257,  258;  Mont.,  144;  Neb.,  144, 
272,  273;  Nev.,  144,  274;  N.  M., 
144,  279,  280;  New  South  Wales, 
419a;  N.  D.,  144,  289a;  North- 
west Territories,  335,  432;  Okla., 
144,  289b;  Ore.,  144,  296,  495;  P. 
I.,  304;  P.  R. ,305a;  South  Africa, 
446;  S.  D.,  144,  307;  Spain,  216, 
461-463;  Tex.,  144,  309-310a; 
U.  S.,  Western,  71,  78,  104,  155, 
160,  196,  480,  504-508,  511;  Utah, 
144,  313;  Wash.,  144,  316,  317,318; 
Wyo.,  144,  333,  335-337a. 

Federal..   190,201,257 

Federal  and  state  ,  92 

See  also  Water  law. 

Italy   8,  9,  29,  216,  447^51 

James  River,  Mo   195 

Jordan  River,  Utah   312 

Jurisdiction.  Between  States.  ...  80, 
83,  87,  98,  116,  137,153,  157, 
164, 170, 178,  252,  483,  496,  508 

Federal  and  State   67, 171, 

199,  226,  252,  268,  269, 
324,  326,  487,  508,  509 

International   30, 

113, 114, 187, 189, 197,  252, 
278,  424,  426,  434,  478, 
481,  484,  486,  487,  502,  509 

Kansas   144,  210,  257,  258,  508 

Kentucky   258a 

Kings  river,  Cal   224 


Lakes  and  ponds  5,  6, 46;  Cal.,  217; 

111.,    249,    485;  Mass.,  261-263; 
Minn.,  265a;  Wis.,  327a,  327b. 
See  also  Boundary  waters;  Ice  and  ice 
ponds;  Jurisdiction;  Rivers;  Pol- 
lution of  waters. 

Lanarkshire,  Scotland   414 

Land  drainage.    See  Drainage. 

Land  laws.    See  Carey  act;  Desert  lands. 

Land  under  water  18,  119;  Great 

Britain,  412;  111.,  248;  Ontario, 
426. 

See  also  Foreshore  and  tide  lands ;  Navi- 
gable waters;  Property  rights. 

Law  of  fishing.    See  Fisheries. 

Law  of  Irrigation.    See  Irrigation  law. 

Law  of  mines  and  minerals.  See  Mining 
law  and  rights. 

Law  of  navigable  rivers.  See  Navigable 
waters. 

Law  of  mining  water  rights.    See  Water 

rights:  Mining. 
Law  of  nuisances.    See  Nuisances. 
Law  of  water  power.    See  Water  powers. 
Law  of  water  rights.    See  Water  rights. 


Law  of  waters.  See  Water  law. 
Levees.    See  Dikes  and  levees. 

Little  Wabash  river,  111   249 

Logan  river,  Utah  ,  312 

Logs  and  logging.    See  Lumber. 

Los  Angeles  county,  Cal   216 

Los  Angeles  river,  Cal   224 

Louisiana   185 


Lumber  5,  6, 15a,  46,  270;  Ark.,  213; 

Cal.,  217;  Id.,  242;  Ind.,  254;  la., 

255;  Kan.,  258;  Ky.,  258a;  Me., 

259a;  Mass.,  261;  Minn.,  265a; 

Mo.,  270;  N.  H.,  276a;  N.  M.,  279; 

New  Zealand,  439;  N.  D.,  289a; 

Pa.,  302a;  S.  D.,  307;  Tenn.,  308a; 

Utah,  313;  Wash.,  318;  W.  Va., 

319b;  Wis.,  327a,  327b;  Wyo.,  337a 
Luzern  (canton).    See  Switzerland. 

Maine   163,259-260 

Manitoba   433 

Massachusetts   163,  261-263 

Measurement  of  water.    See  Distribution 

of  water;  Water  assessments. 

Mexico   104,278,452 

Michigan   264,265,487 

Michigan,  Lake          65-66a,  478,  479,  481 

See  also  Chicago  drainage  canal ;  Illinois 

and  Michigan  canal;  Shore  lands, 

Illinois. 
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Mill  dams.    See  Dams. 

Mill  races.    See  Dams;  Canals. 

Mill  sites.    ^See  Water  powers;  Dams. 

Mills,  Gen.  Anson   278 

Mills   75; 

Ky.,  258a;  Me.,  259a;  Mass.,  261; 
N,  H.,  276a;  Ore.,  296;  Tenn., 
308a;  W.  Va.,  319b;  Wis.,  327a. 
See  also  Dams. 

Mining  law  and  rights   24,  56, 145 

Minnesota   265a-268 

Mississippi   185 

Mississippi  river   185 

Missouri   195,  269,  270,  491 

Missouri  river   135, 143 

Montana   144,210,271 

Municipal  water  law.    See  Water  law. 

Murcia.    See  Spain. 

Natural  flow.    See  Diversion  of  water. 

Navigable  waters   15a, 

18,  43,46,  52, 186, 191, 193, 194,  477; 
Ark.,  213;  Belgium,  344;  France, 
355a,  360,  361;  Germany,  382,  384; 
Great  Britain,  403;  Mo.,  270;  Neth- 
erlands, 453,  454;  Ontario,  426; 
Wis.,  97,  324-326. 

Definition   97 

Government  control:  Federal..  81, 

118, 166,  503,  508 

Federal  and  State   181, 

182,  227,  268,  324,  326, 

475,  487,  501,  508,  509 

International  law   22 

Law   107,153,192 

Riparian  rights   158, 186,  479,  509 

See  also  Boundary  waters;  Easements; 
Jurisdiction;  Non-navigable  wa- 
ters; Waters  and  watercourses; 
Waterways. 

Nebraska.   143, 144,  210,  272,  273 

Netherlands   453,  454 

Nevada   144,  210,  274-276 

New  Hampshire   276a 

New  Jersey   277 

New  Mexico   144,  210,  278-280 

New  South  Wales  419a,  492 

New  York   281-287,  458,  489 

New  Zealand   439-444 

Niagara  river  and  falls   113, 

114, 187, 197,  502 
Non-navigable  waters:  Govern- 
ment control:  Federal   47, 

100,  226,  227 

Federal  and  state   186,  508 

Riparian  rights   53, 186 

See  also  Navigable  waters. 


North  Carolina   288,  289 

North  Dakota   144,  210,  289a 

Northwest  Territories   335,  432 

Norway   9,455 

Nuisances:  Waters   10,  20, 164 

Obion  river,  Tenn   308 

Oder  river,  Germany   382 

Ohio   494 

Oklahoma   144,210,289b 

Ontario   29, 426, 429,  433,  487 

Oregon   129, 144,  210,  290-301, 495 

Overflowing  waters    130, 

165,  503;  Great  Britain,  418.  - 
See  also  Flowing  lands. 
Ownership.    See  Property  rights;  Waters: 

Control. 

Paris,  France   363 

Pennsylvania   302-303 

Percolating   and    subterranean  waters: 
France,  361;  Great  Britain,  419. 

Government  control   32 

Law   62,86,115 

Property  rights   23,  26,  99, 110,  211 

Peru   456 

Philippine  Islands   210,  304,  305 

Platte  river   178 

Police  power   32; 

Germany,  382 

Pollution  of  waters   Canada,  431; 

Conn.,  500;  France,  359;  Great 
Britain,  406,  410,  411,  414. 

Law   60,69 

Ponds.    See  Lakes  and  ponds. 

Porto  Rico   305a 

Potomac  river   235,  236 

Prior  appropriation  of  water.    See  Appro- 
priation of  water. 
Prior  rights.   See  Irrigation  law;  Water 

law;  Water  rights. 
Property    rights:    Alluvion  and 

dereliction   34 

Navigable  waters   18,  324,  326 

Water   15,27,204; 

Bavaria,  372;  France,  357;  Ger- 
many, 372,  391a;  Great  Britain, 
412;  111.,  251;  Missouri  river,  135; 
N.  Y.,  286;  Ore.,  129,  294;  Prus- 
sia, 371;  U.  S.,  Western,  140;  Vic- 
toria, 422. 

Water  powers         61, 168, 180,  200,  202; 

N.  Y.,  283;  Wis.,  320,  321 
See  also  Percolating  and  subterranean 
waters. 

Prussia   366, 

367,  369-371,  375,  380,  387-391, 
395,  396,  398,  399,  401,  474,  498 
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Public  control  of  waters.    See  Waters: 

Public  control. 
Public  domain   France,  353, 

357,  358,  363a;  United  States,  50, 

145,  209,  210,  246,  247,  504,  505, 

506. 

See  also  Desert  lands. 
Public  rights  in  waters.  SeeWsiters:  Pub- 
lic rights. 

Quito,  Equador   473 

Rafts  and  rafting  companies.    See  Lum- 
ber. 

Reclamation.    >S'ee  Drainage;  Irrigation. 
Reservoirs.    /See  Dams;  Water  storage. 


Rice  culture  and  grounds           Ga.,  238; 

S.  C,  306 
Rio  Grande  dam  and  irrigation 

company   278 

Rio  Grande  river   189 

Rio  Parana,  Argentina   338 

Riparian  rights   5, 


6, 10, 12,  13,  16,  16a,  21,  34,  46,  53, 
76,  82,  91,  102,  119,  152,  153,  158, 
163,  185,  186,  188,  509;  Argentina, 
338,;  Cal.,  217,  223;  France,  360; 
Great  Britain,  402,  403;  111.,  479, 
488;  La.,  185;  Me.,  163;  Mass., 
163;  Miss.,  185;  N.  Y.,  282;  Tex., 
309;  U.  S.,  Western,  154,  159,  210, 
508;  Victoria,  422;  Wash.,  163; 
Wis.,  321,  326,  327a,  327b. 
See  also  Boundary  waters;  Nuisances; 


Water  rights. 
River  improvement  laws   11, 

152,  192;  111.,  249. 
Rivers   34; 


Argentina,  338;  France,  353, 
355a;  Germany,  382;  Great  Brit- 
ain, 404;  111.,  249,  485;  Ind.,  254; 
Mo.,  269;  New  Zealand,  439; 
Pa.,  302a;  Prussia,  371;  Tenn., 
308a;  Utah,  313;  Wash.,  318; 
Wis.,  327a,  327b. 
Government    control :  Federal 

and  State   51, 

52,  63, 117, 171, 175, 179, 
475,  487,  503,  508,  509 

International  law   22,  30. 486. 487 

See  also  Boundary  waters;  Jurisdiction; 
Lakes  and  ponds;  Navigable  wa- 
ters; Pollution  of  waters;  Waters; 
Waters  and  watercourses;  Water- 
ways. ' 


Roman  empire   457, 458 

Ruhr  river,  Germany   401 

Russia   459 

See  also  Finland. 
Rutherford    fork,    Obion  river, 

Tenn   308 

St.  Croix  river   181 

St.  Mary's  river.    See  Sault  Ste.  Marie 

river  and  canal. 

Salinas  valley,  Cal   224 

San  Bernardino  county,  Cal   216 

San  Diego  county,  Cal   216 

San  Jacinto  river,  Cal   224 

San   Joaquin   river  and  valley, 

Cal   224,477 

Sanitary  district  of  Chicago.    See  Chicago 
drainage  canal. 


Sanitary  drainage.    See  Drainage. 

Sault  Ste.  Marie  river  and  canal. .  152, 


487. 509 

Saxony   391a,  394,  499 

Scotland   405,414 

Sea  shore.  See  Foreshore  and  tide  lands. 
Seas:  Law   34,403,416 


See  also  International  law;  Jurisdiction. 
Seine  (Dept.),  France.  See  Paris,  France. 
Semi-arid  region.     See  United  States, 


Western. 

Sevier  river,  Utah   312 

Shore  lands   111.,  248,479 

See  also  Foreshore  and  tide  lands. 

Snake  River,  Wash   501 

''Soo."    >See  Sault  Ste.  Marie. 

South  Africa   445,446 

South  Carolina   306 

South  Dakota   144,  210,  307 

Spain   216,460-463 

Spanish  Fork  river,  Utah   312 


State  jurisdiction.    See  Jurisdiction. 

Streams.  See  Diversion  of  waters;  Navi- 
gable waters;  Pollution  of  waters; 
Rivers;  Water  powers;  Waters. 

Surface  waters   21, 

37, 165,  269;  Canada,  431;  France, 
360,  361. 

Submerged  lands.  See  Land  under  water. 
Subterranean  water.   See  Percolating  and 

subterranean,  waters. 

Sweden   9,464-467 

Sweetwater  river,  Cal   224 

Switzerland  ....  8,  9,  29,  385,  468-472,  482 
Taking  of  water.    See  Appropriation  of 

water;  Eminent  domain. 
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Tennessee   308,308a 

Texas   144,  210,  278,  309-3 10a 

''Texas  rule"   310 

Tidal  waters   91,403 

See  also  Foreshore  and  tide  lands. 
Tide  lands .   S ee  Foreshore  and  tide  lands . 
Timber.    See  Lumber. 
Underground  waters.  See  Percolating  and 
subterranean  waters. 

United  States,  Western   64, 

68,  71,  78,  85,  104,  109,  112,  121, 
122,  138,  140,  154,  155,  159,  160, 
190,  196,  206,  208-210,  480,  483, 
493,  504-508. 

Use  of  water   85, 

110,  186,  189,  204;  Bavaria,  374, 
382a;  Colo.,  229;  Id.,  244;  Nev., 
276;  N.  Y.,  287;  Utah,  312. 

Law   64,120,121,144,194,212 

See  also  Appropriation  of  water;  Distri- 
bution of  water;  Diversion  of 
water;  Waters:  Control. 

Utah   116, 144,  210,  311-313 

Utah  lake,  Utah   312 

Valencia.  See  Spain. 

Vermont..   314 

Victoria   420,422 

Virgin  river,  Utah   312 

Virginia   315 

Washington. . . .  144, 163,  210,  316-319,  501 
Water:   Appropriation.    See  Appropria- 
tion of  water. 

Water  assessments   Colo.,  234; 

Id.,  242;  New  South  Wales,  419a; 
Saxony,  392;  Switzerland,  482. 
Water  associations.  See  Water  companies. 

Water  companies   Bavara,  383; 

Cal.,217;  Germany,  365;  Id.,  242; 
Kan.,  258;  Pa.,  303;  Prussia,  369, 
370,  395,  396,  399,  401;  Saxony, 
392;  Tex.,  310a;  Wash.,  318. 
See  also  Canal  and  ditch  companies; 
Irrigation  companies. 
Watercourses.  See  Waters  and  water- 
courses. 

Water  districts.    See  Irrigation  districts. 
Water  ditches.    See  Canals  and  ditches. 
Water:    Diversion.     See    Diversion  of 
water. 

Water  duty.   See  Water  assessments.  ■ 
Water  economics   138, 379, 381 


Water  law   5,6, 

19,  24,  42,  105,  121,  129,  140,  149, 
194,  210,  212,  266,  285,  295;  Alaska, 
210,  490;  Argentina,  510;  Ariz., 
210,  212a;  Austria-Hungary,  8,  9, 
339,  341,  342;  Baden,  8;  Bavaria, 
368,  372,  374,  376,  382a,  383,  386, 
391a;  Belgium,  343,  344;  Bohemia, 
340;  Brazil,  345;  British  Colum- 
bia, 425,  433;  Cal.,  210,  217,  220, 
222;  Canada,  426,  428;  Chile,  346; 
Colo.,  143,  210,  229,  231,  233,  234; 
Conn,  500;  Cuba,  348;  Egypt,  349- 
351,  512;  Europe,  9,  17;  Finland, 
9;  France,  8,  9,  355,  355a,  356,  357, 
358,  359,  360,  361,  363,  363a;  Ger- 
many, 9,  366,  367,  372,  373,  377, 
378,  382,  397,  400;  Great  Britain, 
403,  404,  407,  408,  412,  413,  414a, 
415;  Hawaii,  210;  Id.,  210,  240- 
242,  244;  111.,  249,  485;  India,  438 
Ind.,  254;  Italy,  8,  9,  447^51 
Kans.,  210,  258;  Ky.,  258a;  Mani 
toba,  433;  Mass.,  261;  Mexico,  452 
Mo.,  491;  Mont.,  210;  Nebr.,  143 
210,  272,  273;  Netherlands,  453 
454;  Nev.,  210,  274-276;  N.  H. 
276a;  N.  M.,  210,  279;  New  South 
Wales,  419a;  N.  Y.,  284;  New 
Zealand,  439,  441-444;  N.  D.,  210, 
289a;.  Northwest  Territories,  432; 
Norway,  9,  455;  Okla.,  210,  289b; 
Ontario,  426,  429,  433;  Ore.,  210, 
291,  292,  295-298,  300;  Pa.,  303; 
Peru,  456;  P.  I.,  210,  305;  P.  R., 
305a;  Prussia,  366,  367,  369-371, 
380,  387-391,  395,  396,  398,  399, 
474,  498;  Roman  empire,  457, 458; 
Russia,  459;  Saxony,  391a-394, 
499;  Scotland,  405;  South  Africa, 
445,  446;  S.  D.,  210,  307;  Spain, 
460-463;  Sweden,  9,  464;  Switzer- 
land, 8,  9,  385,  471,  482;  Tex.,  210; 
U.  S.,  Western,  64,  68,  71,  190, 

209,  210,  504-508;  Utah,  210,  311- 
313;  Victoria,   420,   422;  Wash., 

210,  318,  319;  Wis.,  327,  327a, 
327b;  Wyo.,  337a. 

International  - . .  19,  30,  38,  278,  484, 486 
See  also  Irrigation  law;  Water  powers: 
Law. 
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Water  powers   52, 

73,  89,  95,  125,  133,  169,  184,  285, 
489,  497,  502,  509;  Cal.,  476;  Can- 
ada, 4,  426,  427,  430,  435;  Chile, 
347;  Colo.,  228;  D.  C,  235,  236; 
France,  358,  362,  363a;  Germany, 
381,  498;  Id.,  247;  la.,  255;  Ky., 
258a;  Me.,  259;  Minn.,  265a;  N.  H., 
276a;  N.  M.,  279;  N.  Y.,  281,  283, 
285;  Niagara  river  and  falls,  113, 
114,  187,  197;  Sweden,  465,  467; 
Switzerland,  468-470,  472,  482; 
U.  S.,  127,  180;  Vt.,  314;  Wash., 
319;  W.  Va.,  319a;  Wis.,  320-323, 
326-329,  331,  332. 

Control   17, 

25, 87, 103, 193, 198,  200,  202,  203 

Electrical  power   75, 

93,  146,  195,  509;  Canada,  426; 
Cal.,  476;  Mo.,  195,270;  Sweden, 
465;  Wis.,  330. 

Eminent  domain.  See  Eminent  do- 
main. 

Exportation  of  power:  486;  Canada, 
426;  Switzerland,  472. 

Government  control   36 , 

146,  266;  Bavaria,  386;  France, 
362;  Italy,  29;  Ontario,  29;  Pa., 
302;  Wis.,  320,  321. 

Federal   59, 

126,  145,  166;  Switzerland,  29, 
468-470,  472,  482. 

Federal  and  state   49, 

51,  52,  63,  117,  148,  151,  161,  181, 
182,  186,  193,  195,  198,  205,  268, 
487,497,  509. 

State   123,170 

See  also  Jurisdiction;  Waters:  Gov- 
ernment control. 

Law   40, 

75, 191, 194,  486;  Ark.,  213;  Baden, 
375;  Bavaria,   375;  France,  354; 
Germany,   397;  Neb.,   272,  273; 
N.Y.,  287;  Ore.,  293,  495;  Prussia, 
375;  Wis.,  327-329,  331,  332. 
See  also  Water  law. 
Ownership,    See  Property  rights. 
Public  domain.    See  Public  domain. 


Public  property  and  rights   14, 

36,  61, 180,  314. 

Use   36,44,87 

Valuation   33,106 


Water  rates.    See  Water  assessments. 


Water  resources   493, 

Cal.,  477;  Great  Britain,  409;  Mex- 
ico, 104;  Minn.,  266;  N.  J.,  276a; 
N.  Y.,  287,  458,  489;  Victoria,  422. 
See  also  Conservation  of  waters  and 
water  powers;  Water  storage. 

Water  rights   12, 

19,  21,  28,  34,  41,  72,  79,  82,  91, 
94,  95,  122,  136,  142,  145,  147,  150, 
155,163,178,  188,  285,  434,  490, 
493,  504,  505,  509;  Argentina,  510; 
Ariz.,  212a;  Bavaria,  374,  382a; 
Cal.,  78,  217,  220  221,  477;  Chile, 
347;  Colo.,  231-234;  Ecuador,  473; 
France,  357;  Germany,  391a; 
Great  Britain,  407;  Hawaii,  239; 
Id.,  116,  240,  241,  242,  247;  111., 
251,  488;  Italy,  447,  449;  Kan., 
258;  Me.,  163;  Mass.,  163,  261; 
Mexico,  452,  Missouri  river,  143; 
Mont.,  271;  N.  H.,  276a;  N.  M., 
279;  New  South  Wales,  419a;  N. 
Y.,  283,  286;  Ore.,  290,  296;  P.  I., 
305;  Roman  empire,  458;  Russia, 
459;  Scotland,  405;  South  Africa, 
445,  446;  S.  D.,  307;  Spain,  460; 
U.  S.,  Western,  78,  108,  109,  112, 
138,  140,  154,  155,  210,  504-508; 
Utah,  116,  311-313;  Victoria,  422; 
Va.,  315;  Wash.,  163,  316;  Wyo., 


Wyo.,  116,  334, 337a. 

Jurisdiction  between  states   116, 

137, 164, 178,  483,  496,  508 

I  nternational   30 , 

113, 114, 187, 189,  486 

Mining   56, 145 

See  also  Irrigation;  Water  law. 
Water  storage   84, 


489,  493,  506;  Ariz.,  212a;  Cal., 
224;  Me.,  260;  Mont.,  271. 
See  also  Conservation;  Water  resources; 
Dams;  Irrigation. 
Water  supply.    See  Conservation;  Water 


resources. 

Water  users   Ore.,  296 

Water  users' associations   507, 

Id.,  242;  Mont.,  271;  N.  M.,  279; 

280;  S.  D.,  307. 
Waters   5,  6, 


15a,  41;  France,  360,  361;  Ind., 
254;  Kan.,  258;  N.  M.,  279;  N.  Y., 
284,  284a;  S.  D.,  307. 
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Waters,  control   64, 

186;  Utah,  312. 
See  also  Appropriation  of  water;  Dis- 
tribution of  water;  Use  of  water. 

Government  control   Great 

Britain,  418;  111.,  485;  N.  J.,  277; 
N.  Y.,  285;  Ore.,  299,  301;  Va., 
315;  Wis.,  320,  326. 

Federal  and  state   226, 

227,  239,  501;  Germany,  377,  378; 
382,384;  Netherlands,  454. 
See  also  Water  powers;  Government 
control;  Jurisdiction. 

Pollution.    See  Pollution  of  waters. 

Public  rights   163, 

176,  208,  244,  247;  Bavaria,  372, 
386;  France,  353,  355a,  357;  Ger- 
many, 372;  Great  Britain,  412; 
Id.,  247;  Italy,  447;  Nev.,  275; 
N.  J.,  277;  N.  Y.,  281,  285;  Ore., 
299;  P.  I.,  305;  Prussia,  371;  Va., 
315;  Wis.,  321. 

See  also  Navigable  waters;  Percolating 
and  subterranean  waters;  Rivers. 

Waters  and  water  courses   5,  6, 

15a,16a,  46,  503;  British  Columbia, 
425;  Cal.,  217;  France,  216,  356, 
358,  360;  Ga.,  238;  Great  Britain, 
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404,  411,  414a;  111.,  249;  Ind.,  2.54; 

la.,  255;  Italy,  216;  Minn.,  265a; 

Mo.,  270;  Mont.,  271;  Neb.,  272; 

N.  Y.,  284a;  N.  D.,  289a;  Norway, 

455;  Ontario,  429,  433;  Ore.,  296; 

S.  C,  306;  Spain,  216;Tenn.,  308a; 

Utah,  313;  Wash.,  318;  W.  Va., 

319b;  Wis.,  327a,  327b. 

Constitutional  provisions   194 

Law   48 

Overflow   130 

See  also  Boundary  waters. 
Waterways  Great  Britain,  404; 

111.,  249;  Minn.,  267;  Norway,  455; 

Wash.,  318. 
See   also   Navigable   waters;  Rivers; 

Waters  and  watercourses. 


Watuppa  pond,  Mass   263 

Weber  valley,  Utah   312 

Weir  tables  Id.,  246 

Wells.    /See  Artesian  wells. 

Weser  river  and  valley,  Germany .  .  498 

West  Virginia  319a,  319b 

Wisconsin   97,320-332 

Wright  irrigation  law,  Cal  218,  219 

Wupper  river,  Germany   401 

Wyoming   116, 144,  333-337a 

Yuba  river,  Cal   224 
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